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Vogel Number Ten—The durable, eco- 
nomical seat action closet, for installa- 
tion in schools, institutions, comfort sta- 
tions and public and semi-public places. 
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| both from your angle and your 
customer's when you sell 
YOGEL products. It means you are going to 
make a profit and keep it: there will be no back 
calls for repairs and adjustments. You can 
safely tell your customers that YQGEEL Outfits 
last for years and withstand the hardest kind of 
use and abuse: and because VOGEL Closets 
and Hydrants always “make good’, you 
add another satisfied customer to your list. 
Always recommend Vogels and you'll always be safe. 




















fi >. q F 
2 a P P wa A oes os - me g 
y. rodu CES a Vogel Number Ten-A with the same valve 


and same features as the Number Ten. 
The only difference is that the Number 
Ten-A has the tank concealed behind wal! 
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REASONS WHY TONCAN 


IRON PIPE LASTS 


In the first place, Toncan [ron is an 
alloy—not one metal. Refined open 
hearth iron, copperand molybdenum 
are combined to form this alloy 
which all tests have proved to have 
the highest rust-resistance of any 
ferrous metal in its price class. And 
this high rust-resistance is uniform 
over the entire surface exposed to 
corrosive attack. 

In the second place, all Toncan Iron 
Pipe is entirely free from mill scale 


—the iron oxide coating common on 


‘most hot worked ferrous metals and 


a vital factor in promoting rust 
once the surface coating of scale 


becomes broken 


Republic Steel Corporation for further informat 


Toncan Iron is processed for a long, 
trouble-free life. It cuts maintenance 
and replacement costs. It insures 
more continuous operation of water, 
air, gas, steam and process lines 
everywhere—in homes, plants, ships, 
railroad cars, refineries, pipe lines— 


wherever pipe is used. 


Ask for the interesting story of this 


better pi pe—"Pipe for Permanence.” 
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Look to Republic as a major source of 
supply for Butt Weld, Lap Weld and 
Electric Weld Pipe—made of Toncan Iron, 


Carbon Steel and Copper-Bearing Steel. 
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Issued Monthly by The Chicago Faucet Co., 2700-22 N. Crawford Ave., Chicago, II. Bg m Vol. 4, No. 7 


AS 
All parts of Chicago Faucets subject to wear are incorporated in a stand- . off 
ardized, removable, interchangeable operating unit and are as easily Ky 
renewable as an electric light bulb. 





Important Announcement 


TO THE PLUMBING TRADE 





Effective immediately, 
whenever so specified, 


CHICAGO FAUCETS 


in all models for sinks, 
lavatories and bathtubs 
can be supplied to fit 


BRIGSTEEL 
VA | 


edallgurare 


at same prices as apply to 

standard units. Immediate 

delivery from stock in any 
desired quantity. 








CHICAGO 
FAUCETS 


Last as Long as the Building 
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CONDITIONING SYSTEMS 


Functions | 
IERICAN RADIATOR 
TIONING SYSTEMS’ 


MIDIFICATION.... Restores 


' 


Pf 


; 
od 
2\ 


~ 
os 
— 
a 


si if 
_ 


‘ . j 
tag 


2 


en == 5 & “S. AEE ake ae 
” : Vinge Pl =" 
Ls 


= 
¥ 


~~ 
- 
\\ 

\ 


\ 





’ 


ATION ... Maintains 
refreshing aix motion. 





IN’ f LATION ... Brings in and 
ssh swith dai 


ADIATOR HEATING... An in- 
mdent heat source in each room. 
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ONTROLLED HEAT DISTRI- 
++» Assures warmth in every 
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heat in each room. mestic hot water supply. 


A. Conditioned air—humid- C. Controlled warmth fo | 
ified, filtered, circulated. equal comfort everywhere | 


heal ROUND DOMESTIC | B. Modern, sun-like radiant OD. Built in year-‘round de | 


HAT makes this new kind of air condition- are nationally known— backed by national ad- 

ing new— and better—is the fact that  vertising in newspapers, magazines and on the 
ting operates independently of the other air...that makes the heating contractor head- 
ions of air conditioning. The conditioning quarters for this new kind of comfort. 
'ventilates the home with fresh air that has In addition to the type shown for automatic 
n filtered, humidified and tempered, even coal heating, there are American Radiator 
nthe heating is off. Conditioning Systems for automatic oil and gas 
ating is accomplished by a perfected radi- —and hand fired models as well. Any system, 
system. The model shown for automatic including the oil burner or stoker,can be financed 
‘burning uses the Ideal Boiler No. 21, designed on easy terms. For complete details of these 
toker. It uses new radiators which may be new conditioning systems and of a new mer- 
tely concealed. It uses new controls and ac- _—chandising and promotion plan, write today to— 
ones which work miracles of controlled heat IDEAL BOILER NO. 21 FOR STOKER 
"bution. Year ‘round domestic hot water AMERICAN RADIATOR COMPANY Burns bituminous or Anthracite. Permanently insulated 
. ‘ ’ : r gas tight mnection nq tlues get maximum c 
ne American Radiator Conditioning Systems Division of AMERICAN RADIATOR & STANDARD SANITARY CORPORATION , Ye round domestic hot water supply built in 


et ARE THE PRODUCTS THAT BRING AMERICAN RADIATOR CONDITIONED COMFORT WITH AUTOMATIC COAL BURNINC 
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E have no “bone to pick’’ with elaborate air condition- 

ing installations. They are fine and Weil-McLain recom- 
mends complete winter air conditioning where the home 
owners can afford it. But how many of your prospects 
are in a position to pay for this higher initial cost and 
maintenance? Remember, heat is 80% of winter air condi- 
tioning. The other 20% is split between humidifying and air 
circulation and air filtering. 





The new Weil-McLain Automatic Humidifying Radiator 
makes it possible to deliver the vital 90% of the winter air 
conditioning job—heat and humidity—for very little extra 
cost over heating alone. 


It is a combination of the famous Raydiant radiator and a 
heat-chambered humidifying unit. The humidifier is a 
part of the radiator. Water is supplied to this humidifying 
unit automatically. When there is heat in the radiator, evapo- 
ration takes place. Because of the heat-chambered construc- 
tion, the evaporating capacity of the unit is greater than that 
of ordinary radiator pans. Under average conditions, one 


i 


Weil-McLain Automatic Humidifying 
Radiators (supplied in double vectant 
radiators only), cabinet or concealed types. 
The concealed type shown here goes into 
the wall and out of the way. Occupies no 
valuable floor space. Supplies true type 
radiant heat as well as humidity. 
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NEW WEIL-M‘LAIN Gcdlosnalic 
HUMIDIFYING RADIATOR 


@ Meets the Vital 90% of Winter Air Conditioning 
at a Price Your Prospects Can Pay 





Heat-chambered Humidifying Unit. Float valve automatically sup- 
_ plies water for humidifying.eUnit is part of radiator.e Emer- 
gency overflow drain tube. eConcealed type has access 


Weil-MLain 
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humidifying radiator provides practical humidification for 
the average six or eight room house. 


Simple—Safe—Satisfactory— Exclusive 


In recommending the Weil-McLain Humidifying Radiator 
you are not venturing into uncharted territory. 

There is little danger of damaged construction and deco- 
ration from excessive humidity. Made of cast iron, the Weil- 
McLain Raydiant Automatic Humidifying Radiator works 
perfectly in mixed installations with conventional radiators, 
supplying radiant heat and practical humidity at one and 
the same time. Available in concealed or cabinet types. 


Low Cost Humidity 


Unlock the vast market that can never be opened by high 
costs. Weil-McLain Humidifying Radiators are priced but 
little higher than conventional radiators, yet they give you 
something better to sell and at the same time they give your 
customers 90% of winter air conditioning. Get complete details. 
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door in front. In cabinet type top cover 
provides access to humidifier. 









RAYDIANT RADIATORS 


WEIL-McLAIN COMPANY, Genera/ Offices: 641 West Lake 
St., Chicago, Ill. New York Office: 501 Fifth Ave. Radiator 
Division: Erie, Pa. Boiler Division: Michigan City, Ind. 
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“The upkeep on Internationals is about 


one-third that 
of the ordinary 
delivery truck.” 


{ Owner’s name on request} 






No one who uses trucks can afford 
to pass over a performance and 
economy record such as this letter 
discloses. The nearby Company- 
owned branch or International 
dealer will be glad to go into 
details. They have additional con- 
vincing facts, and they will dem- 
onstrate on your own job. Re- 
member that there is a size and 
type of truck in the International 
line for every hauling need, from 
the Half-Ton unit to powerful 
Six- Wheelers. 


INTERNATIONAL HARVESTER 
COMPANY 


(INCORPORATED) 


606 So. Michigan Ave. Chicago, Winois 
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In just a few weeks summer will be with us again. You, 
like all of your customers will use more water then than 
during any other season of the year. According to well | 
established facts this is the biggest season of them all for | 
MYERS WATER SYSTEMS. 


Suburban and country homes, farms, estates, summer 
cottages, camps, tourist stations and hotels, 
golf courses, creameries, dairies—there is an 
" endless list of prospects at this time. 
v9 And the all important point is this—you 
| can reach this market in its entirety with 
the Myers line—the line that is quality 
built to the strictest of material and 
precision standards in the nation's 
pump industry. Size range from 
250 to 10,000 gallons of water 


per hour. 
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Today is the day to write or 
wire us for catalog and complete 
information. 


THE F. E. MYERS & BRO. CO. 
OHIO 


ASHLAND 


"DISCHARGE TO HOUSE 
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PUMPS—-WATER SYSTEMS-HAY TOOLS -DOOR HANGERS 
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IN YOUR \° PLUMBING JOBS ? 
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@ You wouldn't even consider lighting the modern building 
with kerosene lamps or candles—yet many plumbing mate- 
rials still on the market are just as antiquated. During the last 
thirty years practically all materials for building purposes 
were vastly improved—but piping methods lagged woefully 
behind until the advent of STREAMLINE a few years ago. 



















STREAMLINE Fittings are as new and radical an improve- 
ment in piping methods as the most ultra modern materials 
or design used in present day construction. 











STREAMLINE has no comebacks. Its joints remain perma- | 
nently tight. It cannot rust or clog. It protects your name | 
as a reliable plumbing contractor, who uses modern meth- | 
ods and materials. 
















STREAMLINE has done more in maintaining the plumber in his | 
rightful place in the minds of the public than any other product | 
—his place as a first-class mechanic and not a handy man. | 
STREAMLINE IS NOT FOR THE JACK-OF-ALL-TRADES, IT REQUIRES | 
THE PLUMBER'S SKILL AND PLUMBER'S TOOLS TO INSTALL. | 


STREAMLINE Copper Pipe must not be confused with commer- 
cial copper pipe. It is a greatly improved pipe of uniform diameter | 
and held to much closer tolerance. It is intended for use with the | 
STREAMLINE Fitting—one is the perfect complement of the other. 


STREAMLINE + STREAMLINE ™ Plumber's _ “Pertect 


we | = Plumbing 
Fittings Copper Pipe Skill Installation 





On your next copper job use STREAMLINE Fittings—insist on 
STREAMLINE Copper Pipe. , 
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VISUAL PROOF STREAMLINE 


When the plumber or steamfitter makes a joint PIPE AND FITTINGS DIVISION 


with ao STREAMLINE Fitting and Copper Pipe he ia 
can tell at ao glance that the joint is leak-proof MUSELER BRASS “ oO. 
’ 


and permanently tight, by the appearance of 
the solder as a complete ring at the end of 
the fitting. It is his visual evidence of work 
well done. This is a feature which no other 
solder type fitting possesses. 














NEW ANCHOR SALES PROGRAM 
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Anchor 
Kolstoker with 
Warm Aijr Furnac 











The new Anchor Sales Program offers you, as distributor or dealer, 
the only guaranteed profits plan in the stoker industry. It includes 
factory control of installation and service, with no mechanical 





worries for you. Your job is simply to sell the Anchor KOLSTOKER, ‘gt 6. &, 


with a fan 
Definite Profit Guaranteed on Every Sale | ES & 









The market is tremendous—every man wants a stoker—every 
home is a prospect. 


The Anchor KOLSTOKER is America's finest—a top quality stoker 


—developed by heating engineers—easily installed with any type Comfort Luxury 


and Convenience 


of furnace or heating plant—with complete service satisfaction and Health for of Automatic Contr 


guaranteed. Anchor offers the most complete line in the industry the Whole Family 
—19 sizes and models—to satisfy every demand and meet every 


competition. : : 
Sectional View 


Showing Operating nome 


plays, financing plans, sales program, and factory control of instal- Reahe COAL FEED WORM 


We provide complete sales helps, literature, advertisements, dis- 


lation and service. Performance guaranteed to the customer; 
profits guaranteed to the dealer. 


lf you are interested in a tremendous profit oppor- iy 
tunity, with a positive profit guaranteed, write or wire ‘f 


COAL FEED WORM 
Tuse 


for full information. Address Department D-536. 


‘ 


ANCHOR STOVE and RANGE CO.), Inc. re 


Established 1865 Over 70 Years of Manufacturing Experience | / ph 5 
NEW ALBANY, INDIANA TUYERES ReTORT ale OUCT COAL FEED WORM 









rN. C@ fe): 3 CABINET TYPE INDUSTRIAL TYPE 
] HEAVY DUTY SIZES AND MOU! 

12 SIZES AND MODELS FOR HOMES, APART FACTORIES. LAUNDRIES, HOTE 
MENTS. STORE ROOMS AND BUILDINGS US APARTMENTS. GREEN HOUSES, A! 

NG UP TO 150 TONS OF COAL PER SEASON HEATING PLANTS. 





be 








May, 1936 





VALVES, 





DOMESTIC 





@ It’s one thing to make an efficient boiler, 
another to design profit into it for the con- 
tractor. Crane boilers are so easy to install 
—due to their unique design—that you can 
be sure of finishing up the job with a profit 
—not a loss. And you don’t have to cross 
your fingers when you leave the job. Crane 
boilers are designed to fit—and to fit snugly! 
Once assembled they’re there for long, de- 
pendable service. 

The heating and plumbing contractor 


Crane Humidifying Radia- 
tor—takes small space, 
has large evaporating 
copacity, negligible oper- 
ating cost. Replaces any 
radiator in hall, living 
room, dining room or 
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other location. 


For Coal 





ENGINEERING 


concentrating on Crane has a complete 


quality line behind him—plus the integrity 
of a reliable maker with the knowledge and 
experience it takes to build boilers. 

You can guarantee your work when you 
install Crane Heating Systems—because 
you've got Crane Co. and Crane quality 
behind you. Your customers know the name 
and reputation of this 80-year-old firm. 
The way is paved for quick sales when you 


handle Crane Heating Systems. 


Crane Directed Radiation 

directs heat outward 
into room, cuts ceiling-to 
floor temperature differ- 
ence, protects walls and 
drapes. View of back, 


one shield raised 





CRANE 


Branches and Sales Offices in One Hundred and Sixty Cities 


FITTINGS, FABRICATED rere, 





PUMPS, 


HEATING AND PLUMBING 


CRANE CO., GENERAL OFFICES: 836 S. MICHIGAN AVE., CHICAGO, ILLINOIS * NEW YORK: 23 W. 44TH STREET 
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With any good oil burner this new re 
FITZGIBBONS development comprises hie 
a unit unique in the multiplicity of serv- 
ices it renders, while requiring the mini- The 
mum of basement floor space. ‘Clean 
It fits beautifully in any scheme of -» SOI 
basement design or decoration, and to clea 
marks any home it serves as modern to it has 
the final degree. ployin 
Get full information about this revo- tubes 
| lutionary residential unit. Write—NOW! built b 
4 Tube 
——_—_—_______iJ ad 
° ° ° But 
Fitzgibbons Boiler Company, Inc. Kleen 


GENERAL OFFICES: 
ARCHITECTS BLDG., 101 PARK AVE., NEW YORK, N. Y. 
Works: OSWEGO, N. Y. 


BRANCHES AND REPRESENTATIVES IN PRINCIPAL CITIES 













id 










URE, it’s just an old bromide, but 

it sums up the spontaneous re- 
action of everyone who has seen the 
new Adams Kleen-Tube Water Heater. 
Coming from experienced heating 
men—in unanimous chorus, it “says a 
mouthful” for the latest development 
of the Adams Engineering Company. 


The new heater sticks closely to the 
‘Cleanability” idea because some day 
.. somewhere . . . someone will have 
to Clean one. But, so far as we know, 
ithas never been necessary. In em- 
ploying straight, burnished copper 
ubes to achieve “‘cleanability”, we 
built better than we knew, for Kleen- 
Tube Heaters are practically NON- 
FOULING. 


But you had all this in the old-style 
Kleen-Tube! Now you get light 











weight (less than 3 the weight of 


conventional heaters), all-copper con- 
struction to resist corrosion and rust, 
and a thoroughly engineered product 
that doesn’t compete with the boiler 
in size. 

But the “‘punch line” of the whole 
story is: IT SELLS AT THE CON.- 
VENTIONAL PRICE! 

The obviousness of the design is 
a welcome surprise to heating men, 
but when we tell ’em the price we have 
the smelling salts handy. But it’s all 
true. A cleanable (not to say non-foul- 
ing) water heater, all-brass-and-copper, 
with less than 3 the weight of conven- 
tional heaters AT THE SAME PRICE! 

Get all the particulars. See if you 
don’t say ““Why didn’t someone think 
of THAT before.” 





It’s a “stand-out” 
and here’s why 


1. Straight, burnished copper tubes 
to inhibit lime formation—open at 
both ends for easy cleaning if it is 
necessary. 


2. 


rust and corrosion. 


4. Featherweight design. Weighs 


All copper and brass to prevent 





Triple-seal tube construction. 


from 4 to “3 as much as conventional 
heaters of similar capacities. 


5. Complete range of sizes from 40 
to 600 gallons. Larger sizes to order. 


6. Sells at conventional prices. 








WATER 
HEATERS 
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the Burnham Slenderized Radiator 


ean be had in 


lH AVE recently added the 5-tube one. It 
is only 32 inches high and 5-11/16 
inches wide. Think of that—a 5-tube radia- 
tor that’s about half of the width of the old 
five. 

In actual figures it 1s 40° smaller, still it 
heats 40% quicker. Costs no more than the 


others. 
Ratings 


Now tor the ratings of this five. You don’t 
need any tables, or even a lead pencil, it’s 
that easy. Every inch in length, means 2 
feet in radiation. Or every section means 
3 teet. There you are, easier than rolling 
off a log. 


And don't forget that the 4-tube 1s only 
4-7/16 inches wide, and the 3-tube 3% 
inches wide, and both can be recessed under 
windows between studs, and only come flush 
with wall. 


So good-looking are these Slenderized Rad1- 
ators that many recess them without any 


erilles. A better job than using a grille, 1s’ 


our Panel Front that screws directly to the 
wall. With that Panel, you get both radiant 
and convected heat, and you know what 
comtort and economy advantage that means. 


To help you with your customers we have 
a special booklet called: “Settling the Radia- 
tor Question.” And it certainly does just 
that. Send tor it and see tor vourselt. 


LDumham poiler Corporation 


Representatives in All Principal Cities 


of the United States and Canada 
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New 32 inch 






This five-tuber stands but 32- 
inches high and is only 5-11/16” 
wide. Each section is but 1% 
thick. That means a 12-section 
one is only 18 inches long and 
vet rates for 36 teet. 


”” 








This is the Burnham Panel Front. 





Irvington, New York 
Zanesville, Ohie 
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If you are selling major appliances this is a good time to ask yourself what lies 
beyond the hump of present peak sales. But whatever you sell you can’t afford to 


ignore the fact that summer and fall are the top seasons for big profits with Combus- 





Ce a tioneer Automatic Coal Burners. Right now is the time to play Combustioneer across 
the board and WIN a ready-to-buy market... PLACE your business on an all year basis... SHOW 
twice as much profit per volume as any other product you ever sold. Let us tell you the true and typical 
story of a dealer whose generous profit on Combustioneer sales offsets his losses on three times the 
volume of other appliances. Let us give you the facts about a franchise that’s paying. immediate and con- 


sistent dividends to all types of merchandising and specialty selling outlets. These facts are yours for a 


three-cent stamp. Write Combustioneer, Division of The Steel Products Engineering Co., Springfield, Ohio. 


Sloneiz 


AUTOMATIC COAL BURNER 
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OMPLETE 
ONTROL , 


Chronotherm ( 
Air Conditioning 
Furnacestat 


4 
i 


Modustat 








Temperature and 
Humidity Control 





VW rater type of heating plant or automatic heating 


system you are planning to control, you need go no 
farther than Minneapolis-Honeywell. There are controls available 
for every need of every burner, and for every heating and air 
conditioning system, whether it is straight radiation or a split 
system. Each control is designed for the requirements of its 
individual job, yet all are co-ordinated with other Minneapolis- 
Honeywell controls so that they work together as a harmonious 

























Water Motorized Water Valve 
Circulator system. When you recommend and install complete Minneapolis- 


Honeywell controls you know that your entire installation will 
function at its best. Minneapolis-Honeywell Regulator Company, 

Duct Damper Motor ; : 
and Linkage 2801 Fourth Ave. So., Minneapolis, Minn. Branches everywhere. 





Dependable Controls Cost Less Than Service 
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MINNEAPOLIS-HONEY WELL 


Control Systems 


BROWN INSTRUMENTS FOR INDICATING, RECORDING AND CONTROLLING 
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Of course you know the dollar-for-dollar values tucked away behind 
the attractively lacquered exterior of the famous Blue Comet. But 
how can your prospects know, unless you show them? Demonstrate, 
or instance, what the abundant steam space means when there’s a 
sudden demand for reserve heat. Show them the relationship be 
‘ween the scientifically proportioned ratio of fire surface to grate, 
and maximum heat at minimum cost! That'll interest them, and 
their pocket books! And if they're thinking of using oil-burning 
‘quipment later, or wish it now, show them how the Blue Comet 
meets all comers with an ingenious shell cast plate in the rear of the 
boiler, that facilitates installation. And explain how the ridged 
surface of the balanced grate bars gets rid of ashes and clinkers. 
then, show them how equalized free air openings not only provid 
rapid, complete combustion, but help to economize on fuel! Here 
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selling points that actually ell hecause the vy mean hetter value 
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for the mone, So. when you vi let your prospects talk with 


a satistied R & B owner. on the actual scene of installation, 


haul out that contract of vours and add another R & B 


booster to vour rapidly growing list! 


ICHARDSPN OYNTON 


am 


44 Madcon Ave New York ( sts 
Rranch office m Primempal € te 


Co. 
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Even in China users prefer Goulds CID Water Supply Systems 
because sound design, unequalled quality and fine workmanship 
assure long, trouble-free service . . . because shallow and deep 


well units are available in sizes to meet every capacity requirement. 


CID pumps are priced right—low enough to give buyers the big- 
gest value for their pump dollars . . . high enough to give you 
the biggest profit on each sale. The Goulds policy protects and 
favors the legitimate distributor. It is strictly adhered to at all 


times. For complete information write today. 


GOULDS PUMPS, INC. 
200 Fall St. Seneca Falls, N. Y. 
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Goulds CID Shallow Well 
Water Supply System. 


Goulds CID Deep Well 
Water Supply System. 









THE 
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SUMMER 
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® Still greater possibilities for the profitable 
sale of lawn irrigation are now open to enter- 
prising plumbers. The new NIBCO Duce 
Spray Head widens the application of 
modern sprinkling methods to lawns of even 
modest homes. Such home owners are 
even more anxious to avoid the drudgery 
and the many wasted hours of old-fashioned 


sprinkling with a hose, and the market 





nn 
SF ethers 


is a valuable source of additional business. 
If you have not already secured details 
of NIBCO Lawn Irrigation, it will pay you 
to do so at once. Summer is ‘‘just around 
the corner’’ and we know there’s many 
a good prospect nght in your community. 
To get started with this profitable addi- 
tion to your normal plumbing business, 
ask your jobber or use the coupon below. 
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Gentlemen: Please send your proposition on 
lawn irrigation in copper 


have not... 


We have 
Name ._... 
Address . 


City... Be? State... 


J 

t 

! 

installedeuch systema | 
i 

i 

. 

i 

t 


> © 

x " ‘! e 

ne ao PR > 

age Erg = 
Ps 
. ‘ : 
; ee 


: 4 Jobber's Name _.. 


bb ow nes wees ccoesemam am wat 









































22 DOMESTIC 





ENGINEERING 


May, 1936 


coo hk’ GEPS IT L 





EVERY BIT OF IT. 
THATS WHAT MADE IT 
sO EASY ! 


l vou MEAN TO SAY THIS 
WHOLE KITCHEN WAS PUT 
IN BY YOUR PLUMBER? 


ania 

















@ Meet Mrs. Brown, in the Monel Metal kitchen the plumbing contractor 
installed for her last month, with a friend. You don't catch her missing a 
chance to show off her kitchen. That's all to the good for the plumbing 
contractor. Get one Monel Metal kitchen installed, and dozens of women 
see it and want one like it. 





THIS SINK 1S A BEAUTY! }f= 

BUT ISNT IT HARD sa GETS NO MORE CARE THAN 
= 
Pa 


MY OLD SINK. 


= 
TO POLISH? | 
































@ Hard to polish? Why, lady, you’re showing your ignorance! That’s where 
a Monel Metal sink does a grand job of selling itself. It always looks so 
sparkling fresh that it does make people wonder. Then they ask questions... 
and the owner’s enthusiastic answers carry a lot more conviction than anything 
the plumbing contractor could say. 





| DONT BELIEVE THEY 
COULD HAVE BEEN, 
NOT AT THE PRICE 
WE PAID. 






WERENT ALL 
THESE CABINETS 
MADE TO ORDER? 












— 
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.. that shows 
how the Whitehead plan frees the buyer's mind from all details. But she 
makes the right guess. Now that Whitehead supplies all the cabinets to 
match the sink, the plumbing contractor does give the equivalent of a 
custom-made job at regular prices. 


@ Mrs. Brown doesn't know for sure the answer to this one 





O.K. 1LL CALL UP THE 
PLUMBING CONTRAC 
TOR TOMORROW. 


AND IF SALLY BROWN |, 
CAN HAVE A MONEL a 
METAL KITCHEN, WE CAN! ] C\ 

















@ Back in her own kitchen, the friend puts down a ladylike foot. Friend 
husband gives the only possible answer: he'll ‘‘have a look'’. He may think 
he's stalling: that the look doesn't commit him very far. But you know better 

. once he hears the good news about price, you'll have another Monel 
Metal kitchen to install. 







; JUST WATCH ME! ONCE 
GEORGE SEES A PLAN, 
(LL MAKE HIM SEE THE 
LOW COST. 


WHY DON'T YOU GET 
THE PLUMBER TO MAKE 
YOU A KITCHEN PLAN? 
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@ Right here is where the good job you did on Mrs. Brown's Monel Metal 
kitchen begins to pay you extra dividends. But don’t sit back in your shop and 
wait for Mrs. Brown to do the suggesting. Whenever you install a kitchen for 
a ‘Mrs. Brown’’, why not go out soon after and call on her friends? You'll 
find them ready to listen. 


Make every effort to get your first complete Monel Metal 

kitchen installed soon. For as soon as you do, it will start 
to sell others for you just as surely as women do love to show 
their friends things they are proud of. 


You have two tremendous advantages to help you land the 
jobs. First, you’re selling Monel Metal, which all women want 
in their kitchens. Because it’s rust proof; because it’s solid; be- 
cause it doesn’t become stained, or dented. And because it keeps 
its silvery beauty for years. Second, Whitehead supplies you with 
base cabinets to fit the sink, in any size from 41” to 144", and 
wall cabinets to match. So that you do the whole job... and 
make a much larger profit. 


So make sure that the women of your town Anow you can 
install these wonder kitchens. For prices, and full details about 
the kitchen planning service, write to Whitehead Metal Products 
Co. of New York, Inc., 304 Hudson St., New York, N. Y. 

THE INTERNATIONAL NICKEL COMPANY, INC., 67 Wall St., New York, N.Y. 


MONEL METAL 


Monel Metal is a registered trade-mark applied to an alloy con- 
tainmng approximately two-thirds Nickel and one-third copper. 
Monel Metal ts mined, smelted, refined, rolled and marketed 
olely by International Nickel 
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Bat MONOFLO SAVINGS 
ror AIR-CONDITIONING 
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LOWER INITIAL AND OPERATING COSTS OF B & G MONOFLO TRIPLE 
DUTY SYSTEM WIPE OUT COST OF AIR CONDITIONING EQUIPMENT 





8 & G INDIRECT HEATER 


Both air conditioning and better heating are now available to And ample Domestic Hot Water is furnished by the BA G 
the home owner—at no greater ultimate cost than for ordinary Indirect Heater— 24 hours a day in summer as well as winter. 
heating without air conditioning! Remember this! Genuine air conditioning demands radiator 
The B & G Monoflo Triple Duty heating ... and the B & G Monoflo System supplies it in 


System, plus any reputable auxiliary - the most satisfactory and economical way. 
B & Cs Products fre Protected hy Patent 








Air Conditioning Unit offers thi- 
exceptional value. For where a 
Monoflo System is installed, the cost 
of heating both house and Domestic 
Hot Water is consistently less than 
the usual cost of house heating alone. 
The savings made on heating pay 








for air conditioning! B&G 
Thic neal dial tet MONOFLO 
This one-pipe. mechanically cireu B & G FLO-CONTROL FITTING 


lated Hot Water heating system pro- 8 &G BOOSTER VALVE 
vides all the superior comfort ad- 


vantages of radiator heat . . . with 
Sty, ~~ 
‘‘2n. "= 


et SS Epp ~ 


completely automatic control. Its 





response to changing heat demands 





is sO prompt that a uniform tem- 
perature is maintained all through 


FREE Hlow to design 
and install a B&t. Mone. 
flo Triple Duty Syv<tem = is 
fully explained tn the 
RA d; “Hk “ep NNcreoeal 


‘ reel ered) SL eneer bevy ste ts 


the heating season. When needed, 
hot water is delivered almost in- 
‘tantly to radiators by the «ilent. 
powerful B & © Booster. 


Canadian l i-ancan 3 A. Armelrona Lid 1Z0 Bathurst a4 Torent: (Lanada Teese? fees eer «eee 
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Beauty sells 
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Dependable, efficient, economical 
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Clean up in the 


‘CLEAN-UP’ 
CONTEST 


with AGP 


automatic,gas- 


HIS is the age of Beauty. Almost 
everything you buy has been styled 
for greater sales-appeal. So we've styled 
AGP gas-fired heating equipment... 
created the world’s most beautiful gas 
boiler, the “Empire” Ideal. To effici- 
fired Storage ency, dependability and all other qual- 
Water Heaters ities, we've added beauty — that crys- 
talizes desire into a sale. 
The “Empire” Ideal is handsome on 
your floor. But what is equally important, 
you can assure your customer that it will 


stay handsome in his home. All piping 





A size forevery home, 
ao model for every 
purse. Here isthe new 
AGP Clipper —outside 





jred Oguip ment meets very 


home requirement 


connections are made from the back of 
the boiler and need not be seen. In some 
sizes even the flue connection can be 
made from the back. The “Empire” 
Ideal is handsome furniture for any 
basement room. 

Ideal Gas Boilers are also available 
in the Standard Model. There is a size 
for every home...a type for every 
domestic and industrial use. Each one 
is completely automatic. A new sales 
and promotion campaign will help you 
sell them. Write today for the details. 





AMERICAN GAS PRODUCTS CORPORATION 











five type, with boked 
enamel jecket and 
tank of copper beor- 
ing steel, golvonized. 
5 sizes, 15 to 40 gal. 









DIVISION OF AMERICAN RADIATOR & STANDARD SANITARY CORPORATION 


4O WEST 40” STREET~ NEW YORK, N.Y. 
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MAKE YOUR OWN CONVECTOR GRILLE DESIGN 


DOMESTIC ENGINEERING 








Colonial 





Colonial Classic 
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Colonial Medallion 








Colonial Laurel 


New avenues of profit are 
opened to contractors by the 
striking beauty and unlimit- 
ed variations in grille design 
of the new Modine Convector. 
Contractors can offer home 
builder or architect, virtually 
custom-built flexibility in 
arrangement of grille pat- 
terns and color, as standard 
equipment at moderate cost. 

The architect can now 
devise his own grille at no 
additional cost by using com- 
binations of the four elemen- 
tary grille designs. These rep- 
resent four widely divergent 
decorative motifs, ranging 


MODINE MANUFACTURING COMPANY 


VAAN AAAS 
RRRXKRRAARE RYH 


Empire Modern 


FOUR ELEMENTARY GRILLE DESIGNS 











THE 


rn 


Empire Classic 








RECESSED CONVECTOR 


Design Patents Applied for 





Laurel 


Regency Classic 


Regency Medallion 


Regency Venetian 





















































M Ill 

















from the traditional to the 
modern. They may be com- 
bined in innumerable ar- 
rangements to create inter- 
mediate motifs suited to the 
individual requirements of 
any room... harmonizing 
enclosure and grille with any 
style or period of the interior 
appointments of even the fin- 
est home. This complete flex- 
ibility of grille design is 
exclusive with Modine, being 
fully covered by patent ap- 
plications. 

Modine grilles are die cast- 
ings not integral with the 
convector front. Being non- 


Modern Classic 


C olonial Dual Medallion 


corrosive, their beauty of de- 
sign may be still further en- 
hanced by exceptionally 
attractive plating...at slight 
additional cost...to match 
the decorative scheme of the 
rooms or the’ period of their 
furnishings, and the char- 
acter of the grille design it- 
self. Grille patterns are 
available with such hand- 
somely appropriate finishes 
as 24-carat gold, bright brass. 
antique silver, statuary 
bronze, and chrome. Net 
catalog gives complete de- 
tails and specifications — 


write for it. 


1204 17th Street + Racine, Wisconsin 


HEATING, COOLING AND AIR CONDITIONING EQUIPMENT FOR DOMESTIC, COMMERCIAL AND INDUSTRIAL APPLICATION 


he 
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Sell the RUUD line of gas water heaters and you’re 
equipped to give every customer just the kind of hot 
water service he wants and at low prices that get Enter the National Gas Water 
quick action. Heater Contest. All details 


on request. 


Top-quality, too, that makes him a satisfied customer 
and keeps your profit safe. 


Bring yourself up-to-date on RUUD gas Water 
Heaters by mailing the coupon. 


RUUD MEG. CO., PITTSBURGH, PA. 


RUUD MANUFACTURING COMPANY 
Pittsburgh, Pa. 


Send all price and selling information on the RUUD DE SOTO 
and RUUD IMPROVED Automatic Storage Water Heaters. 





DE—S5 
Name = pie See 


Address 


Cit y— 








































Vhen fires go OUT— 
tomatic gas water heaters 
me IN for a boost in sales! 


) rt from ready sales of automatic gas water heaters—profit doubly as a prize 
et in this National Sales Contest. Ride with the big $100,000.00 sales drive 
water heater manufacturers are running now. Reach discontented home- 


in your neighborhood with the special sales helps these manufacturers 


provide you. 


They will send you folders that sell the convenience of hot water all the year 
-literature that proves the low-cost of the best in hot water service—window 


ers and decalcomanias that draw in business—all designed to help you 


in on your big automatic gas water heater market. Write to the manufac- 
listed on this page for sales-helps. Write to the Association for information 
the big $10,000.00 sales contest for plumber-dealers. 


NSORS OF THE NATIONAL AUTOMATIC GAS WATER HEATER SALES CAMPAIGN 


AN GAS PRODUCTS CORPORATION 
HEATER COMPANY 
CO., PREMIER HEATER DIVISION 
HEATER COMPANY 
AND ELECTRIC HEATER COMPANY 
EQUIPMENT COMPANY 
‘BROWN HEATER COMPANY 
GAS & ELECTRIC HEATER COMPANY 
HEATER COMPANY 


HYNES & COX ELECTRIC CORPORATION 
LAWSON MANUFACTURING COMPANY 
LOVEKIN WATER HEATER COMPANY 

J. W. MOORE VALVE CORPORATION 

THE PITTSBURG WATER HEATER CORPORATION 
RUUD MANUFACTURING COMPANY 
SANDS MANUFACTURING COMPANY 
SURFACE COMBUSTION CORPORATION 
UNITED AMERICAN BOSCH CORPORATION 
WELSBACH COMPANY 

WHITEHEAD METAL PRODUCTS COMPANY 
JOHN WOOD MANUFACTURING COMPANY 
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© WITH A SHOWER OF 

EXTRA CASH FOR YOU— 

if you join up in the big 

$10,000.00 prize contest for 
plumber-dealers. 

Contest started February 1, runs 

to August 31. If you register now 


you can receive credit for sales 
made since February |. 
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No, 290 “GENUINE 
DETROIT” SPRAY 
NOZZLE 
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Modern, roomy, Brigsteel Beautyware recessed 
tubs, with Safety Rim Seats, were specified—with 
substantial savings in cost over any other make. 


type of Brigstee] Beautyware wall bracket, 
x 24”, flat slab lavatory was installed in each 
the Oakland Housing, Inc., Michigan homes. 


~ BRIGSTEEL 
a 





OAKLAND HOUSING Incorporated 


Comimunity CENTER & PLAVCROUND 


® NI : . | 
é a re 2) EXPeRIMENTAL GARDENS 
be - Z 
yf . ) 


3 LAKESIDE PAVILION & BEACH 


( 2 ) Ins 

a . ‘ . . 

f 5 ) STORE. MARKET, CANNERY, Gas 
\2/ STATION & REPAIR sHOP 


Architect's sketch of the modern layout of homes and gardens followed in the Oakland 
Housing, Inc., project. Here, with Government aid, 150 low-cost homes have been built 
on two beautiful lakes near Pontiac, Michigan. A typical home is shown at the left. 
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A beautiful, new residential district has 
been developed in West | 
Township, Oakland C 

One hundred and fifty 

each have been laid ou 

tral commons. Upon eac! 

tive, well constructed home with s 
garage has been built with 


loaned by the F. E. R. A. 


This development 
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PLUMBING WARE DIVISION e BRIGGS MANUFACTURING CO. DETROIT, MICH, 


1936 


Brigsteel Beautyware formed metal plumbing fixtures were selected for 
the group of 150 low-cost homes of Oakland Housing, Inc., because we 
believe they provide a new beauty and utility at a new low cost. Their 
lighter weight and other exclusive features of design simplify installa- 
tion problems and materially reduce attendant costs, particularly in 


such a large multiple-dwelling project. /). | 
\ Lion fiche 























A drawing graphical- YS 
‘ ly exaggerating — as 
seen through a high- 
powered microscope - the millions 
of metal fingers produced on the 
surface of the Armco Ingot Iron by 
the ‘crystal etching” process. Thus, 
the ground coat is permitted practi- 
cally to soak into the metal. An ab- 









solutely permanent bond is assured. 


At the right is pictured a panel of 
pure Armco Ingot Iron with the suc- 
cessive coats of porcelain enamel 
applied under the Briggs Process. 
The bare metal is at the top, (1). 
Next, (2) below is shown the ground 
coat which cannot be dislodged. 
Thus rust is permanently prevented. 





The first cover coat, (3) is then ap- 
plied over the ground coat, and 
fired at a very high temperature 
which fuses the two coats into one. 


The final and acid-resisting glaze 
coat, (4) is then applied and fired 
to produce a finish equal to that 
on the finest vitreous porcelain. 





Of course, Beautyware car- 
ries the same guarantee 
carried by all quality plumb- 
ing fixtures. But the normal 
guarantee means little as 
applied to ware that all 
tests have shown will far 
utlast any building in 
which it is installed. 
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BRIGSTEEL 
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Brigsteel Beautyware is the most thoroughly sanitary 
plumbing ware available today. For Beautyware is 
vitreous porcelain coated inside and out. Even the 
undersides of Beautyware fixtures are protected 
against rust and the accumulation of bacteria-breed- 
ing dirt, by vitreous porcelain enamel. On ordinary 
fixtures the undersides are merely painted. Brigsteei 
Beautyware cannot rust. The ground coat cannot be 
dislodged from the Armco Ingot iron base! 


In Brigstee] Beautyware the granite-like vitreous por- 
celain surface extends through into the very metal of 
the base. There is no soft chalklike layer under the 
hard surface coat. Briggs adopted the wet process 
because tests proved it definitely superior. Now, to 
secure a high-lustre, glasslike surface finish, it is no 
longer necessary to buy expensive vitreous china. 
In the Briggs Process the final, or glaze coat, is applied 
in exactly the same manner as on the most expen- 
sive vitreous china and with the same effect. 


PLUMBING WARE DIVISION 
BRIGGS MANUFACTURING COMPANY 
Detroit, Mich. 


The finished Beautyware 
ae fixtures display a modern: 
a ity of line and a beauty of 
ie design and color in keeping 
Pa with their great strength. 
| light weight and perfected. 
vitreous porcelain finish. 


Be sure fo attend the Buffalo N.A.M.P 
Convention, June 22nd throug) 26th 
and see the interesting Briggs £ xhibil. 
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Sell Range Boilers of 


. iil EVERDUR METAL 
(... Strengthened Copper) 











ITH a welded tank Ot non-rust 
Everdur Metal, your customers get 
exactly what they expect for the money 
they pay...a tank that will furnish clean, 
yust-free hot water indefinitely, with never 
a cent for rust-repair expense. 
That is why they satisfy customers...and 





why it 1s profitable for you to recommend 
and se// Everdur Metal range boilers. When- 
ever you do so, you build good-will for 








yourself and for your business. 

Everdur is a special Anaconda Metal — 
nearly all copper, strengthened by the 
addition of silicon and other elements. It 
combines the “life-time” qualities of cop- 
per with the ruggedness of steel. 53 manu- 
facturers of automatic heaters and range 
boilers now standardize on Everdur Metal 





PEPE RS te ee Ree ow 


for non-rust tanks. 


New Booklet to I lelp You Sell! 


Our new 16-page booklet on Everdur tanks 

















is just off the press. You will find it 
crammed full of interesting information, 
and it will be a great help to you in sell- 
ing Everdur equipment. For a free copy, 
just ask for Publication E-10. 








EVERDUR METAL 
Everdur’’ is a registered trade-mark identifying 


produc rs of The Ame rican Brass ¢ omy anv m rile 














from alloys of copper silicon an l othere lement: 
AnatonoA 
oe 
THE AMERICAN BRASS CO. 





General Offices: Waterbury. Connecticut 


Ofices and Avencies in Prin tpal Cith 


EVERDUR METAL &> TANKS 


RUSTLESS AS COPPER ...STRONG AS STEEL 
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HE continued stream of friendly comment from 
owners is due to a new standard of efficiency that 
separates the Imperial Floatless sump pump design from 





oes all others. Clogged float action is impossible, as no float is 
a used. This is the one type in which sediment in the water 
cannot interfere with level control. 
Smoother running, more durable bearing construction, 
and other points of design that make for long, trouble- 
free service, have built up a good will expressed in 
messages like these: 
‘Entirely satisfactory ... particularly impressed with 
the method of controlling the water-levels.’’ A. Stein & 
Co., Mfrs. of Paris Garters. 
‘‘Never had any service calls... Better than any other 
type for this purpose.’’ R. D. Curley, Plbg. and Htg., 
Manistique, Mich. 
‘‘Never had anything mechanical that worked more 
perfectly.’’ T. Paton, Kansas City, Mo. 
‘‘None have required attention since they were instal- 
led. A better break than I have ever had from any float- 
controlled sump pump."’ The Pump Service Co., West 
Allis, Wis. 
‘The quietest I have ever seen.’’ J. E. Kinney, Plbg., 
Htg. and Gas Fitting, Monmouth, III. 
‘From the time of installation worked perfectly.’ John 
Cassidy, Sanitary Engineer, River Grove, Ill. 





Order from Your Jobber 
Write Also for Plumbing Catalog No. 433 
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DAFOE HOSPITAL 
DIONNE QUINTUPLETS 






Photograph through courtesy of Canadian 
Brass Company Limited, Galt, Ontario 





THE AMERICAN BRASS COMPANY 


General Offices: Waterbury, Conn. 
Offices and Agencies in Principal Cities 


= in Canada: ANACONDA AMERICAN BRASS LTD. 
New Toronto, Ont. 
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@ If you like your facts concise, clear, complete... if you want an 
\uthoritative digest of copper water tube information . . . if you’re 
nterested in the most up-to-date facts on the uses, advantages, and 
ipplications of this tube... write today for a copy of this profusely 
illustrated 40-page handbook. . 

Here are some of the subjects covered: What Revere Copper 
Water Tube is. Types and tempers. General advantages. Uses. 
Streamline soldered Fittings: mechanical features. Suggestions for 
making joints. Tools needed. Visual inspection feature. Lasting 


qualities. Saving in space. The Compression Fitting: uses and ad- 





vantages. How a joint is made. Revere Copper Water Tube for 
water supply: installation advantages. Use and advantages for new 
A 40-Page Handbook OW work. For heating. For drainage. For replacement. Revere Cop- 
per Tube for underground services: from main to meter. For oil 
burner installations. For gas services. For lawn irrigation. Tables 
C () 4 P F R WATE R TU BE to determine proper size tube for cold water service lines carrying 
2 to 800 gallons per minute. Information on how to work and 
install Revere Copper Water Tube. Solders and fluxes. Sizing tools. 
Sent OV request Roughing-in dimensions for soldered and compression fittings. Stand- 
ard dimensions, weights and properties of types K, L, M, and O 
tubes. How to specify Revere Copper Tube. 
For your copy of this new booklet, address Revere Copper and 


Brass Incorporated, Dept. A, 230 Park Avenuc, New York City. 














Rever C Copper and Brass 


guNdED 8» 
eevee INCORPORATED 


> ?, 






g 






Executive Orrices: 230 Park Avenut, New York City - Mites: Battimors, Mp. - Taunton, Mass. 


New Beprorp, Mass. - Romer, N.Y Devrrott, Micw Curcaco, Iu Saces Ovrrices in Paincrpac Crres 
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BUY YOUR TRUCK T 
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OMPARE! Get the facts! Learn 
for yourself which truck of the 
lowest-priced three really gives you 
the most quality. That’s the smart 
BSS Oe oe ae Bas far,” way to pick a truck if you want it to 
, , save money and last a long time. 

One good way to get the facts is 
to ask Dodge owners. Let them tell 
you how “New Dodge trucks are 
saving up to $95 a year in gas alone 

. with other surprising big savings 
on oil, tires and upkeep.” 


Get a “Show-Down’’ Score Card 


Dodge dealers now offer FREE a 
little “‘score card” that shows you 
another easy way to judge truck 
quality in the lowest - priced field. 
Sit down with it for five minutes 
and you can learn more about all the 
lowest-priced trucks than you could 
find out in hours any other way. It 
shows you exactly what features 
Dodge has, and exactly what all the 
of ae ee others have. 

Before you buy any truck, com- 
pare Dodge. Make the FREE gas 
NEW DODGE COMMERCIAL EX- mileage test. Get a ‘“Show-Down” 
PRESS—116° W B.-—6cri —Fast. cas: Score Card. Phone or visit your 
to handle, dependable. Built to doa lot Dodge dealer today! 

of workin aday! Has all 


* 
the famous Dodge quality $ DO DGE 
features to save gas, oil, Division of Chrysler Corporation 
tires, upkeep 











NR ie ar UG Se we. CW nah hy Gea. Pa atid yt WC Rake has + 
List prices at factory, Detroit. subject 


NEW DODGE 1'2-TON, 6-CYL., 136’ W.B. STAKE...Has ‘0 change without notice. Special equip 


full-floating rear axle, genuine hydraulic brakes, * ment, including dual whee!s on 1's-ton. 
valve seat inserts, roller bearing universals, 4 690 extra. Easy terms gladly arranged to fit 
Piston rings instead of only 3, and many other your budget, at low cost, through Com 
extra-quality features mercial Credit Company, 


=) ODGE TRUCKS 
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SCOVILL has made 3 important changes in Tube Traps 


(CONN 


I IRON PIPE-SIZE NUTS | DOUBLE SOLDERED LEAD WASHER 
° AND COLLARS i. C USHING 3: SWIVEL JOINT 


ee wee Seaiimcenanenmaal 
% 2 
os 


+5 








You can get a better wrench grip on these 
husky, cast brass, iron pipe-size nuts. 1.P.S. 
threaded collars on inlet and ewivel joint cut 
down chances of cross-threading when con- 
nections are being made. They provide just 
the right finishing touch in appearance to 
emphasize quality and sturdiness, two im- 
portant sales points to give your prospects. 


The cleanout collar has been turned back to 
provide a wall of metal outside as well as in- 
side the trap. This method provides a U-shaped 
channel which is completely filled with solder, 
making a double seal, and is therefore leak- 
proof (see illustration). The cleanout nut is 
cast brass and made so that the bottom is 
flush with the inside wall of the trap. 


A cone-shaped lead washer is anchored on the 
J bend and is one of the most practical ideas 
yet. This pliable lead washer,-which rests on a 
formed metal shoulder, takes up any irregu- 
larities and makes an absolute watertight 
connection and for all practical purposes is 
equal to a ground joint. Packed in place, it 
cannot be shaken off and lost during shipment. 





THIS EXTRA QUALITY HELPS YOU SELL! Tstccv ther ese wits 20m whew 9 


talk to your next prospect. Hand it to him 
and say that it is typical of the kind of material you install. Explain the advantages of its design, weight, and 
general appearance. Show why it can give better, longer service. Point out the advantages illustrated above. 
Show off the Scovill trade-mark. e This trap is the sort of Scovill fitting that builds you a reputation. Use it as 
a leader to demonstrate the quality type of brass goods you handle. In other words, it’s the ideal fitting to start a 
sales story on your workmanship. It’s a sales-maker—and a profit-maker, too, thanks to Scovill’s policy of fair 


profits for all. Find out about it from your jobber, or write direct to the address below for prices, sizes and all details. 





SCOVILL MANUFACTURING COMPANY, WATERVILLE DIVISION 
WATERVILLE ° CONNECTICUT 
Scovill Flush Valves; Shower, Bath and Lavatory Fittings; Miscellaneous 


Plumbers’ Brass Goods 
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WATTS HAS THE COMPLETE LINE 





Usually it is a risk to confine buying to 
one manufacturer, but, as illustrated on this 
page, the Watts Line of Automatic Tempera- 
ture and Pressure Regulating Devices; Feed- 
ers and Low Water Cut-offs is so complete: 
so outstandingly engineered; so understand- 
ingly planned and built that you are safe in 
concentrating on Watts and Watts 
alone .. . for your source of supply. 


Check this page carefully it’s a 
skeletonized showing of the Watts Line, the 
most complete and largest in the world. 


There is an up-to-the-minute unit for your 
every need; a unit accessible as to parts; 
manufactured on honor. 


Bronze and non-corrosive metals protect 
where corrosion attacks, assuring a full life 
of perfect service. 


Once installed, Watts protective devices 
fulfill their mission, standing guard that your 
work may completely satisfy. 








No. 38 


Hot Water Heat- 
ing Regulator. 





No. 28L 
A. S. M. E. Std. 
Relief Valve. 


Calibrated 
Top 


No. 45 


Hot Water Heat 
ing Regulator for 


smaller 





No. 60 


budgets. 


Boiler Water Feeder. 


No. 20 
Pressure Tem- 
; 
; 
: 
; 
a 


Eocerers aad 
acuum Relief 
Valve. 





No. 32 
Vacuum Re- 
het Valve. 








No. 40A 


Pressure and 
Temperature 
Relie! Valve. 





No. 53L 


Pressure Re- 
lief Valve. 
Lever Type. 


Residence Water Circulator. 


No. 30A-30C 


Pressure Relie! 
Valve — dia- Air 
phragm type. 
Showing cali- 
brated top. 


No. 54XL 
Pressure and 
Temperature 
Relie! — fusible 
plug. Showing 
tube exten- 

sion. 


No. 147 


No. 26AC 


No. 26 


Pressure 


Regulator No. 26 
for higher pres 


su7es. 


No. 23-123 
Water Pressure 
Regulator. For 
domestic use. 


No. 39S 


Automatic 
Valve and Strainer. 





Feed 





No. 90LW 


No. 55L 


Std. 


é Mass. 


Low Water Cut-oll. 





Extra large Dia 
phragm Relie! 
Valve. A.S 


M. E 


WATTS 


REGULATOR COMPANY 


INFORMATION SENT ON REQUEST 
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G & C Copper Silicon Alloy Storage Heater made to Federal Government Specifications—WW-P-541. 


GERSTEIN & COOPER 


BOILERS « TANKS « STORAGE HEATERS 
IN ALL COPPER OR COPPER SILICON ALLOY 


66 55 66 55 
HerRcuLOY OR’ E:VERDUR 
AS SPECIFIED 


For Hospitals—Hotels—Schools—Colleges—Institutions—Apart- 
ment Houses—Industrial Plants—U. S. Government Buildings 





Jobbers and Plumbing Contractors throughout the country, working on Government 
orders, Federal Specifications WW-P-541, find Gerstein & Cooper exceptionally well 
equipped to meet their most exacting requirements and to make deliveries “On 
Time.” 

Estimates are furnished cheerfully without obligation. 





Typical installation of G & C Storage Heaters in Beth Israel Hospital. Boston. Mass. 


GERSTEIN & COOPER COMPANY 
TANKS - BOILERS - STORAGE HEATERS 


Main Offices and Factory 


NEW YORK SOUTH BOSTON, MASSACHUSETTS BALTIMORE 


Edward Sinn, Harrison, N. J. Lydon, Cousart & Co., Charlotte. N. C. 
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News—1665! 


One word was the big news in London in the fate- 
ful year of 1665. That word was “PLAGUE’— the 
dreaded Black Plague that swept through the great 
city with devastating speed, leaving 70,000 dead in 
its wake, driving two-thirds of London’s popula- 
tion in fearful flight to the surrounding country. 

Many theories have been advanced to explain 
the cause of the plague’s spread — and little is 
actually known. One thing is certain, however. 


Bad drainage, lack of proper sewage disposal — 




















70,000 died — for lack of plumbing 


with the resulting pollution of water supply — 
certainly played a part in the unchecked spread 
of the epidemic. 

Sanitation and plumbing have advanced far since 
those days, but even now a somewhat similar con- 
dition stands as a perpetual threat. Almost the 
same possibility of water-supply pollution exists 
as long as there is danger of back-syphonage from 
plumbing fixtures. Back-syphonage means the cross 
connection of impure waste and pure, trusted water 
— with the danger of the spreading of many kinds 


of infection. 


News—1936! 


To date, many of the plumbing industry's attempts 


at solution of the back-syphonage problem have 


proved impractical, expensive, or not always fool- 
proof, But today the problem is solved in a fool- 
proof manner for the closet tank — prime danger 
source of hback-syphonage by the introduction of 
the new M-VB No. 19 Balleock! 

Today the plumbing industry can point with 
pride to the remedying of an always dangerous 
situation. Now, plumbing contractors can assure 
their customers that hack-syphonage from the closet 
tanks is an impossibility. Another important ad- 
vance in man’s fight against disease has been taken, 


another victory won. 


Particulars 


The new V-VB No. 19 Balleock is absolutely hace I. 
sy phonage proof. Its revolutionary principle will 
break any vacuum —- no moving parts to get out of 
order. It needs no adjustments, and will last the 
full life of the fitting. 

Many a plumber will be surprised — and pleased 
—to know that the new M-VB No. 19 is quiet in 
spite of its back-syphonage protection. And further 
pleased that its price is low—the same as any 


quality balleock. These two features recommend 


| 
| 





New principle —new safety 


it for the widest market — the thousands of new 
homes going up today, and the continual replace- 
ment market in every neighborhood. 
Morency-Van Buren is anxious to have plumbers 
know the possibilities of this new safety-fitting, and 
will send complete information in answer to every 


request. 
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STURGIS 


MORENCY-VAN BUREN DIVISION 


Scovill Manufacturing Company . MICHIGAN 











A COMPLETE LINE OF CLOSET TANK FITTINGS 
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A System for every HOME 
For every pocketbook 


Think in terms of TRANE'S Systems when you are talking to prospects about heating 
and air conditioning systems for the home. The TRANE Company offers you the only 
complete line of systems commercially available and, no matter which system your 


prospect selects, you know positively that he will get the utmost in satisfaction and 





service. 


lf he has a $3,000 to $6,000 home, the TRANE Orifice Convector System is exactly 
= suited to his needs. With it, he can have real comfort at low cost, complete humidity 
if desired, plus all the advantages of TRANE Convectors. 


lf his home is larger, more elaborate, the TRANE Vapor Convector System gives 


him the most efficient heating system ever devised for this type installation. Real 





economy, real efficiency, TRANE Convectors, TRANE Humidity, and TRANE Heating 

{ > Specialties make it ideal. 
For complete air conditioning, he will want to select either the TRANE Dual System 
. \WA, I, which allows heating for the entire home and cooling for his favorite rooms, or the 
lillie. “aa , TRANE Steam-Water Climate Changer System which may be used with any standard 
i ur & steam or hot water boiler, or the TRANE Airite System which is an automatic oil-fired 

| package air conditioner. 


You can sell these systems and profit. Besides these systems, The TRANE Company offers 
you a comprehensive sales and merchandising plan to help you sell them. Get in touch with 


us immediately for full details. 


2 
thout all heating and aw conditioning problema for residences, commercial, and 


imdustrial buildings. TRANE Engineers will gladly cooperate with you and your client 





in the selection of equipment and the design of a system. 


THE TRAN E COM P A 


BRANCHES IN ALL PRINCIPAL CITIES =_—_— 


LA CROSSE, WISCONSIN 


In Canada-—Mowat & King Sts. W.-—Toronto 
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IKE THAT! 
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Tisar’s what they say, that’s what 
they mean, when they see the Kohler 
Camberley. Or any other winning num- 
ber in the extensive Kohler line! 
Kohler sinks — famous for (1) beauty 
of design, (2) original, practical ideas, 
(3) way-down-deep quality — do a job 
for the Master Plumber that means 
profit in any man’s language! 

Step up close to the Camberley — or 
to its companions on the right — and 
look at the ledge! Three inches wide, 
clear across the back—generous space 
for tumblers, brushes, soaps, powders. 
Designed for pleasant kitchen living — 
to make a real hit with customers! 

Every Kohler sink is built for prac- 
tical, efficient operation. Each has 
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Camberley 


generous working space. Fach is 
equipped with the Kohler Duostrainer. 
Handsome, chromium-plated Kohler 
fittings include the swinging spout. De- 
signs are clean-cut, free from * 
bread.” Kohler sinks are made of 
rigid cast iron, finished with wear- 
resisting enamel ... the most popular, 
the most practical material of all for 
kitchen sinks. 

Pack all these features together and 
you have the right sink in the right 
size and the right style —for all your 
customers’ needs. Prices are the 
“within-the-budget” kind. Write for 
further details to Kohler Co. Founded 
1873. Kohler, Wis. Shipping Point, 
Sheboygan, Wis. 


‘ginger- 
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Do not fail to visit the Kohler exhibit at the National Convention of Master Plumbers in Buffalo, June 22 to 26. 


KOHLERoFKOHLER 


PLANNED PLUMBING AND HEATING 

























CROSWELL 







CROFTON 


DALCROSS 
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MODERN 
HEATING 


* 


A 
Modern Heating Book 
for the 
Modern Heating Man 








ce meet, effectively, the demands of this mod- 
ern age. heating men must have a thorough, up-to-the- 
minute knowledge of modern heating practice. That's 
why this brand new book is being introduced .. . to 
make it possible for you to acquire a complete, easy-to- 
grasp understanding of this vital subject . . . from this 
one source. 


Written by Harold L. Alt. the eminent heating authority, 
MODERN HEATING will provide you with a wealth of 
practical information which is authentic and dependable. 
With a thoroughness that is typical of Mr. Alt’s works, this 
book tells you the how, why and wherefor of modern 
steam and hot water heating. 


A glance at the table of contents should convince you 
how well MODERN HEATING covers its subject. Chimney 
construction boiler sizing piping methods 





is claimed to be your money will be cheer- 
fu ly refunded. The price, postpaid is only 


( rder your copy today. If it is not all it Sy 00 
PRTC 
1 a 





_ 


SIGN ano MAIL COUPON TODAY 





DOMESTIC ENGINEERING COMPANY. DE--5-36 
1900 Prairie Avenue, 
Chicago. Illinois. 


Please send me one copy of MODERN HEATING for which 
I enclose $1.00. I understand I am to have pe pees of 
returning this book if it is not what it is claimed to be and 
that my money will be refunded. 


Name 
Address 
City and State 











- open and closed hot water heating systems .. . 
one and two pipe forced circulation het water heating 

- one pipe steam and one pipe steam with vacuum 
and graduated orifice air valves - vacuum, vapor, 
sub-atmospheric, orifice and differential heating systems 

. unit heaters .. . unit ventilators .. . unit air 
conditioners ... convectors ... insulation ... degree 
days ... testing ... estimating ... these represent 
only a partial outline of the information you may secure 
from this book. Generous use of charts, tables and illus- 
trations throughout the book simplify its use and clarify 
many points. 





MODERN HEATING is a book which you'll scarcely want 
to be without. It's a book you NEED ... a book you'll 
want to put to practical use in your daily work ... and 
it’s available to you for only one dollar. Don't put off 
ordering your copy. Send the coupon today. 





Chapter I. 
Chapter II. 


Chapter III. 
Chapter IV. 
Chapter V. 

Chapter VI. 
Chapter VII. 


Chapter VIII. 
Chapter IX. 
Chapter X. 
Chapter XI. 
Chapter XII. 


Chapter XIII. 
Chapter XIV. 


Chapter XV. 
Chapter XVI. 


—How Chimneys Should be Constructed. 

—Selection of Boilers for Oil, Gas and Coal 
Jobs. 

—Piping Detail and Care of Piping Expansion. 

—Hanging of Pipe. 

—Hot Water Heating Systems. 

—Steam Heating Systems. 

—Vacuum Heating in Schools, Hospitals and 
Apartment Buildings. 

—Selection and Installation of Unit Heaters. 

—Typical Unit Ventilators. 

—Various Types of Convectors. 

—Unit Air Conditioners. 

—Sub-Atmospheric and Orifice Heating Sys- 
tems. 

—Insulation for Heating Systems and Buildings. 

—How to Compare Cost of Heat by Degree 
Days. 

—Testing Heating Systems. 

—Systems for Estimating. 


Chapter XVI1.—Cost Records of Boilers and Other Heating 





Equipment. 
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Pipe best serves the contractor that best serves 
his customer. One of the plus factors in 
Bethlehem Pipe that contributes to the long, 
satisfactory service that it gives is its exceptional 
freedom from mill scale, inside and out. 

This freedom from scale on the inside permits 
water to flow freely. Valves don’t clog up with 


scale that gets loose. Pitting and other forms of 


corrosion are reduced to a minimum. Its free- 
dom from scale on the outside helps to make a 
better-looking job. 

Moreover, Bethlehem Pipe is economical, 
satisfactory pipe to install. Its mill threads are 


BETHLEHEM 


ENGINEERING 4. 


PLUS =< FACTORS IN BETHLEHEM PIPE 





clean and true. Uniformity of structure makes 
it easy to cut and thread on the job. It flanges 
and bends readily. It has Strony, tight welds. 
Straightness, uniform roundness and trueness 
to size are other advantaves. 

Bethlehem Pipe, in fact, has quality of a kind 
that goes through and through. It’s the kind of 
pipe that enables you to do a wood iob and do 
it economically. 

BETHLEHEM STEEL COMPA) 

it Albany, Atlanta, Baltimore, Boston, Br 

Cleveland, Dallas, Detroit, Honolu a t Indianay : 
Milwaukee, New Yok, | 


San Francis 


York be xt I) ribses Bet! , b xy we (‘ces 


Angeles 
(itry, San Antontk 
Ww i kes Barre 


STEEL COMPANY 
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CHECK 
V 
These 


Yerehabbasts 


No. 1—So easy to inspec 
and clean Monel Metal! 
Screen Filter, in the 
strainer. 









FOR HOT WATER HEA 






No. 2—Reducing Valve 
disc, or seat, replaced 
without disturbing the 
bonnet or adjustment. 


No. 3—Relief Valve re- 
placement of removable 
disc, container and seat 
very simple. 


No. 4—Testing Lever on 
Relief Valve for checking 
purposes when quick test 
is desirable. 
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Look it over critically Sir! Perhaps you are the very Kainer and ONLY Kainer Governors are so built 
tor we built this Hot Water Heating Spe We designed three removable nuts which are taken 
vy for off in a jiffy (with wrench) giving quick and easy 


access to all vital parts, discs, containers, seats and 


We had in mind to build not only a dependable and strainer—AN EXCLUSIVE KAINER FEATURE 


igged smooth working unit of special rust resist We made sure of practically laborless servicing 

ng Pressure Bronze; but to furnish, for money mak for all work on a Kainer governor, mind you, i 

y sales and installations by contractors recog done without taking the control off the line—WITH 
nizing the importance of accessibility, a control that OUT the slightest disturbance to adjustments 
would, in edition to being a popular seller and WITHOUT the removal of bonnets—all of which 
money maker, be so easy to get at for repairs means a speedy service to owners and quick 
cleaning and replacements that more contractor Profits to you 
profits on such servicing would be a foregone con Yes we repeat: Kainer Governors are The Simplest 
clusion Most Accessible Controls on the market today 


See Your Nearest Jobber 


KAINER & COMPANY 
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The Speakman complete line of trim includes 
a style to suit every type of modern bathroom 
and toilet room. In beauty of design these 
handles and escutcheons are unsurpassed: 
Speakman skilled workmanship has not been 
spared in their construction, and there is an 


unusually wide selection from which to choose. 


Finished in Speakman sparkling chromium plate, 
these fixtures will never tarnish. Furthermore, 
our own years of experience in the manufacture 
of high grade plumbing fixtures assures unusual 
beauty and longer wear when you recommend 


the Speakman Line. 


SPEAKMAN COMPANY - sania Del. 


Quality Fixtures since 1869 





SPEAKMAN LAVATORY FIXTURE 
WITH FLUTED DESIGN TRIM 





SPEAKMAN SHOWERS and FIXTURES 
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A RETURN LINE VACUUM PUMP 
THAT CUTS HEATING COST. 


This unusual pump needs no electric current, 
cutting out greatest item of pump operating 
expense. 

More important, this pump insures absolutely 
uniform circulation in system. That means con- 
tinuous steam economy. 

Simple, compact, one moving element, no 
wearing parts, no internal lubrication. Bulletin 
No. 203 gives the facts. Your copy is waiting. 
THE NASH ENGINEERING COMPANY 
SOUTH NORWALK, CONNECTICUT, U. S. A. 
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“I attest Team-Mate for any 
Automatic Firing Equipment 





@ The oil, or Gas Burner or Coal Stoker you install 
is judged by the efficiency of the heating system as 
a.whole. Team a good burner or stoker with the 
right boiler and you insure best results. 


Any boiler won't do. It must be one specifically 
designed, proportioned and built for the purpose. 
The Kewanee Round ’’R” meets all requirements. 
For these residence Boilers are designed, from start 

to finish, to get the most from automatic firing 





equipment... having all those features which 


insure dependable and economical heat. 


Before selecting any boiler get the facts about 
the Kewanee Round “’R’’ (in Regal, Square 
or Round Jackets) . . . performance records 

. quick delivery from warehouse stocks ... 
low cost... and easy official financing plan. 





KEWANEE BOILER CORPORATION 


KEWANEE ILLINOIS 
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PENBERTHY AUTOMATIC 
ELECTRIC SUMP PUMP 
Made in 6 sizes 
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PENBERTHY PRESSURE AND 


RELIEF CONTROL 


hMAg ie \ f ‘al 


O 
B sell him one of the units shown above to keep 
his basement free from seepage water—or the 
specialties shown below to modernize his hot water heating 
plant. Your customer gets a superior product at an attractive 


price and you get a substantial profit from a line that is 
easy to sell and stays sold. 


Penberthy Products are carried in stock by jobbers everywhere. 









PENBERTHY AUTOMATIC 
CELLAR DRAINER 





TH you and your customer benefit when you 





PENBERTHY REDUCING 
VALVE 


Made in 7 models 
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PENBERTHY INJECTOR COMPANY swicn'ssot twats ct 








Thanks: 


“Your issues 
are interesting 
cover to 


@ 
— 





we 


from 


l 


cover. 
Be. Wa Be 
Brooklyn, N.Y. 











Ideas and Ideals... 


een Ouinelnes 


which make up... this Issue... 





FHA Continued 


A last minute news flash from Washington was car- 
ried in the last issue to tell our readers that the bill tor 
the extension of FHA had been passed by both houses 
of Congress and was awaiting approval by the presi- 
dent. Since that time, it has received President Roose- 
velt’s signature and the remodeling provisions of the 
National Housing Act are to continue in force until 
April 1, 1937. The prompt action on the part of the 
entire building industry, especially the plumbing and 
heating branches, in registering their demand for the 
continuation of the business-building provisions of the 
FHA, no doubt had much to do with the result. 

The fact that through these editorial columns and 
through our outside efforts, the entire building indus 
try was urged to cooperate as a unit in bringing about 
the extension of FHA is past history. The important 
thing now is to continue to utilize all of the opportun- 
ties and advantages which the FHA holds for building 
business. We have months of [I EIL\, 
which means an extension of the opportunity tor tly 
plumbing and heating industry to continue to capture 
$31.40 of every $100.00 worth of modernization work 
With the accumulated ex 


eleven more 


generated through FHA. 
perience and momentum gained by our industry in this 
work, it is reasonable to expect that even a greater 
proportion of the FHA modernization dollar wall be 
deflected for the purchase of our industry's products 


and services. 


A New Suit for Mr. Jones 

In this issue, readers will recognize that Mr. Jones, 
who occupies the spot-light in this installment of the 
family’s experiences, has a somewhat different appear- 
ance as compared with earlier installments. In the past 
five stories, photographs of human models have been 
used for illustrating the first page of this feature. 

However, in order to place Mr. Jones and his tam 
ily in situations which more definitely tell the story ot 
heating and plumbing, we are using built-up models 
and stage settings. The accompanying illustration on 
this page shows Mr. Jones in this month’s predica- 


ment. Mr. Tones is about 18 in. tall and the other 


objects in the picture have been built to be more or 
less in proportion. 
This month the effort has been to impress Jones with 


the need for having his heating plant cleaned and serv- 


iced when it 1s 
closed down tor 
the summer. 


\Ilso, it as 
pointed out how 
it is possible tor 
Jones to obtain 
a return on his 
heating plant im 


vestment twelve 
months ot the 
year by using 


his heater boiler 
for the 
of domestic wa- 


heating 


ter during the 





summer as well 
as the winter 
months when it would be operating normally. This 


reters to the use of automatic heating equipment 


Convention Season 


This month finds us at the height of the convention 
he 


convention and exposition of 


’ 


This will continue during May and wil! 


ae 


season. 
climaxed in June at the 
the N.A.M.P. 

In order to assist our readers in obtaining quickly 
a general picture of the conventions as we receive it 
through our contacts and studies of all of the conven 
tions and their reports, we are departing from our 
customary, style in the presentation of two pages ot 


highlights. Readers will find the opening feature 


this issue devoted to the presentation of what might b 
termed spot news from conventions held during the 
past month. In developing this, our endeavor has bee 
to offer a feature which will make the complete indi 
vidual convention reports in the regular news section 


more understandable ancl valuable because ot the eT) 


Your Zdiler 


eral survey of all conventions 
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THE TIME TESTED TOLEDO’ No. 999 


For seven years this positive scroll fed four-knife cutoff of the “TOLEDO” No. 999 has been mak- 
ing pipe machine history. 





Pioneer in design, and still the same, it has proven its superiority over single blade, double blade 
or spring fed cutoffs. 2” pipe is cut off in 14 seconds and smaller sizes proportionately fast. A 
straight, smooth, square end cut without burr is produced and reaming is hardly necessary. 


The four cutter blades are easily and positively controlled by a hand wheel. 


Only one of many features you secure when purchasing this small, compact, highly efficient port- 


able No. 999 machine. 
The No. 999 Improved Standard Model Power Pipe Ma- 


chine complete with six non-opening die heads and 1/2” 
to 2” right hand pipe dies, net price $285.00. 


The No. 999 Super-Model Power Pipe Machine complete 
with six quick-opening die heads and 1,” to 2” right hand 
pipe dies, net price $350.00 F. O. B. Toledo or dealer’s 
stock. 


Specify a “TOLEDO” No. 999 when you really want 
dependability, portability and efficiency. 


Bu wy 


PROVEN 2 | SUPERIORITY 





THE TOLEDO PIPE THREADING MACHINE CO. 


TOLEDO, OHIO NEW YORK OFFICE & DISPLAY, 72 LAFAYETTE STREET 
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The Distribution Problem—A _ Solution ? 


Tuere is reported in operation today a 
plan whereby established and responsible dealers, func- 
tioning as a part of what are described as the estab- 
lished and responsible channels of distribution, are 
able to know the sales policies of the manufacturers 
whose products they sell and install. This plan is na- 
tion-wide in scope and operation. In other words, it 
operates so that if a manufacturer subscribes to it, the 
policy he declares for himself in carrying on his busi- 
ness in, say, Peoria, IIl., must of necessity be the same 
as the policy under which he sells his products in Port- 
land, Me., or in any other part of the country. 


Declare Sales Policies 


Without going too much into details, it can be said 
that briefly, the basis of the plan is this: manufacturers 
who are in accord with ‘it declare their sales policies. A 
manufacturer may go on record to the effect that he 
sells his products only through established channels of 
distribution, namely, manufacturer to wholesaler to con- 
tractor-dealer to consumer. On the other hand, his 
declaration may state that his policy is to supply fifty 
per cent of his manufactured products through mail 
order houses and d.t.u.’s and fifty per cent through es- 
tablished channels. This statement, whatever it may 
be, is copied and publicized to the entire industry. It 
is made a matter of public record. 

Of importance is the provision for him to change his 
policies of distribution whenever and however he sees 
fit, but, in this event, he is required to declare his new 
sales practices and provide for informing the industry 
of the change. Each time the policy is changed, the 
plan requires that the entire industry be advised of it. 

Still another basic detail of the plan is that manu- 
facturers who operate in conjunction with it are pro- 
vided with labels which are designed to be attached to 
the products covered by the declaration of policy. This 
label advises that the manufacturer of the product to 
which it is attached has made a statement of policy. 

If the manufacturer should declare one policy and 
pursue another, the plan requires that he be denied the 
use of the labels and the industry is informed of it. 

One of the apparent strengths of this plan lies in the 
fact that it is entirely voluntary. There are no provi- 


sions in it for coercion either in forcing individuals to 
declare their policies or in influencing the policies 
which are declared. It is purely an arrangement 
whereby those who care to do so have an opportunity 
to advise their customers and the public at large of their 
methods of doing business and what they stand for. 

On various occasions it has been said that no repre- 
sentative manufacturer operating on a national basis 
can exist alone on sales made outside of the established 
channels of distribution. If the d.t.u., mail order and 
chain store channels are used, volume and profit must 
be made up by sales through the established channels. 
Irom this it follows that individual contractor-dealers 
hold the balance of influence regarding sales policies. 

For years, those comprising the established and re- 
sponsible channels of distribution have based their busi- 
ness building efforts on quality, both in workmanship 
and in materials, service, the protection of public health 
and the increase of convenience and comfort. Contrac- 
tor-dealers have taken the best quality the industry has 
been able to produce and they have merchandised it at 
prices commensurate with the quality involved, despite 
the inroads made by channels of distribution founded on 
cut prices and, in most cases, irresponsibility. Add to 
this the devastating effects of the depression from which 
we are now emerging. 


Increasingly Sound Position 


Regardless of these adverse conditions, plumbing 
and heating contractor-dealers and the established and 
responsible channels of distribution are found today to 
be in an increasingly sound position. This is increas 
ing because as business continues to improve there 
is less emphasis on price and more demand for quality, 
comfort and convenience. 

Another reason is that the outstanding effort of the 
industry at large to educate the public regarding the 
benefits available to them through established channels 
of distribution have been effective. Whether this or 
some other plan may be adopted in an effort to solve 
the distributive problem facing our industry it can be 
said with assurance, no one, who has nothing to fear 
trom the complete truth, has ever been hurt by the com 


plete truth. 
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Highlights of this 





13 Annual Conventions and Numerous 
United We Stand 


© Missouri State told of need for support of N. A. M. P.— 


Calnan warns good business will stiffen competition and re- 


quire united front 


At the Missouri state convention in 
Springfield, Henry P. Reger referred 
to a central states group which is be- 
ing organized. He explained that this 
group would in no way interfere with 
local or state associations or the na- 
tional association. In addition, he 
pointed out that closer cooperation be- 
tween neighboring states would enable 
them to fight for each other’s rights 
and handle any situation that might af- 
fect any one state of the group. As 
soon as the central states group is well 
organized, Mr. Reger said he is confi- 
dent other states will follow suit. 

Another speaker at the Missouri 
convention was John J. Calnan, past 
president and now director of the N.A. 
M.P. He stated, “Only last week I 
was speaking to one of the past presi- 
dents of a wholesalers’ association, at 
a meeting in Chicago. He felt the in- 
dustry as a whole would never be able 
to make the progress it should until 
their organization is patterned after 
our own National Assn. of Master 
Plumbers, and until we are all work- 
ing together to protect our mutual in- 
terests. This, however, he said, due 
to sectional differences of opinion cre- 
ated by this form of organization made 
the task an almost insurmountable 


one. 


Constitution 


Mr. Calnan further stated, “Our con- 
stitution provides that all contacts 
with the 
through our national president and his 
board of directors and the various 
standing and special committees. 
These men are your representatives 
and are responsible for carrying on the 
work for all the states where a prob- 
lem overlaps into two or more states 
or even in one state, if it is national 
in character. Last year I appointed 
Jere Sheehan, Jr., as your representa- 
tive. This vear I have been assigned 


various’ states shall he 


by President Frank to represent your 
state, the state of Wisconsin, and my 
own state of Illinois. In this way, the 
personnel of the board is rotated to 
the various states from time to time. 
Thus, we see the machinery of adjust- 
ing all of our grievances, whether their 
scope extends beyond the borderline 
of any state or whether they are pure- 
ly local or national in character, al- 
ready is provided for. 

“Our constitution provides a set-up 
that has stood the test of time and has 
proven by experience to be a most effi- 
cient and harmonious procedure in the 
handling of local, state and national 
affairs. Without discussing at greater 
length the pros and cons of a change 
from our long-established procedure, 
permit me to say that I think the pos- 
sible disadvantages far outweigh the 
possible advantages inherent in a plan 
that divides the responsibilities of the 
functions of the component parts of 
our organization’s structure. 


Consider carefully 


“We should carefully consider all 
plans for change, no matter how allur- 
ing they may be in theory, but which 
in practice would result in dividing our 
forces and thereby weakening the soli- 
darity of our national association. 

“I think that the increased business 
which seems to be on the horizon is 
going to make things worse unless we 
master plumbers are more closely knit, 
extend the activities of our association 
and face our many enemies with a 
solid, united front. The statement 
‘united we stand, divided we fall,’ is 
just as true today as the day it was 
first uttered when the Union was in 
peril. It is a challenge to all of us 
master plumbers to unite around our 
local associations, our state associa- 
tions and our national association to 
preserve the rich heritage which has 
been ours for the past 54 years.” 


“% 


New York 


© Adequate legislation seen as 
important need of the in- 
dustry at big New York 
convention 


Sanitation legislation and the need 
for organization were key topics at the 
forty-eighth annual convention of the 
New York State Assn. of Master Plumb- 
ers held at the Hotel Ten Eyck in AI. 
bany April 20-22. Some 200 members 
and guests from all parts of the state 
were present. A feature of the meet- 
ing was an address by National Pres. 
George W. Frank, in which he urged 
a drive for increased membership and 
told of plans for the coming national 
convention. S. Geo. Arnone was select- 
ed president for the coming year. 


Massachusetts 

® Water pollution a chief con- 
sideration at Massachusetts 
annual 


The important subject of water pol- 
lution and the elimination of cross con 
nections received primary consideration 
at the fifty-third annual convention of 
the Massachusetts State Assn. of Mas- 
ter Plumbers held on April 20 at the 
Copley-Plaza Hotel in Boston. The as- 
sociation’s committee on water pollu- 
tion and cross connection elimination 
delivered a detailed report on its ac 
tivities, stressing the work being car- 
ried on in cooperation with the state 
board of health. John J. Downey of 
Boston was elected to the presidency 


Minnesota 


© Annual convention, held in 
Minneapolis, draws 500 
members and quests 


Featured by an outstanding attend- 
ance total of 500, the Minnesota Mas- 
ter Plumbers Assn. held its forty-sec- 
ond annual convention at the Curtis 
Hotel in Minneapolis, April 20-21. Pub. 
lic health and the part played by 




















Month’s Conventions 


Important Meetings Mark Season’s Peak 


plumbing in its preservation the 
topic which received the greatest 
amount of discussion. Presented at the 
meeting was an explanation of the 


Was 


Minneapolis heating ordinance _ to- 
gether with an outline of the advan- 
tages of such a code. Election of offi- 
cers resulted in the naming of Henry 


Hanson as president. 


North Carolina 


Air conditioning with radia- 

tor heat discussed at two- 
day convention held in 
Goldsboro 


The campaign to sell air condition- 


ing with radiator heat was one of the 
chief topics of discussion at the 


twenty-sixth annual convention of the 
North Carolina Assn. of Plumbing 
Heating Contractors held in Goldsboro, 
N. C., April 20-21. The 
John J. Shanahan, 
for the progress it has made 
in securing a code of inspection and 
supervision. Election of officers’ re- 
the of W. H. Sulli- 


Greensboro as president. 


and 
association was 
praised by national 
director, 


sulted in selection 


van of 


® Discussion of state appren- 
tice training schools features 
annual meeting in Dallas 


An outline of the apprentice school 
training being carried out in the 
of Texas was presented at the annual 
convention of the Associated Master 
Plumbers of Texas held on April 20-21 
at the Baker Hotel in Dallas. All mas- 
ter plumbers were urged to send their 
these 
was adopted 
Stringent enforcement of the law which 


state 


apprentices to schools. A reso- 


lution advocating more 


and other’ public 
places to maintain separate rest rooms 
for employees and the public. Another 
resolution urged that the convention 
hereafter should be made a three-day 
rather than a two-day meeting. Clay- 
ton Lee of Houston elected 
dent 


requires saloons 


was presi- 





Kentucky 


© Zoning plan to promote in- 
creased membership a_ fea- 
ture of convention at Louis- 


ville 


Stressed at the annual meeting of 


the Kentucky State Master Plumbers 
Assn. held at the Brown Hotel, Louis- 
ville, on April 20-21, was the impor- 
tance of the resolution passed for zon 
ing the state in order to make an in- 
tensive drive for increased member- 
ship. Under this plan in each 50 mile 
area a key man will be appointed to 
lead in a planned campaign for new 
members. Robert A. Laver of Louis 


ville elected president 


C.S.A. Optimistic 


was 


® Members, at spring meet- 
ing, see time as right for 
aggressive. march forward 


A feeling of prevailed 


among the 


optimism 


large number of members 


present at the spring meet 
Central Supply Assn. held at 
Hotel, Chicago, April 22 


23. Presented at the was the 


and guests 
ing of the 
the Morrison 
meeting 
Conditioning 

Speakers 
Wright 
Spillane, 
Lawrence 


revised story of “Air with 
Radiator Heat.” 
Representative 
Texas: W. J. 
& Sons: J 


included 

Patman of 
James B 
DeNeille, 
Piping and Air Condition 
and M. J. Beirn, 
manager Ameri- 


Clow 
presi 
dent Heating, 
ing Contractors Assn.; 


vice president-general 


can Radiator and Standard Sanitary 
Corp. 
State-wide plumbing law 


urged at two-day session at 
St. Petersburg 


The securing good sanita 
laws for State of Florida re- 
major at the fifteenth 
annual convention of the Florida State 
of Master Plumbers and Heating 
held at the Suwanee Ho 


project of 
the 
attention 


tion 
ceived 


Assn. 
Ine 





Dealers, 





tel in St. Petersburg, April 6-7. The 
Miami association was awarded a prize 
for securing the greatest number of 


new members during the past yea 


Speakers at the meeting sounded an 


optimistic note in their analyses of 


current business conditions Lee R 
Sheffield was elected to the presidente \ 
for the coming vear 


Colorado 

® Drive against 
tions and back 
discussed at annual conven- 
tion held at Denver 


between 


CTOSS CONNCC- 


siphonage 


Closer cooperation mustet! 


plumbers and the state plumbing in 


spector and a determined drive against 


and back siphonage 
taken up at the 
convention of the 
and Heat 
Hotel 


convention 


eonnections 


Cross 


were two matters 


thirty-ninth annual 
Sanitary 
Engineers held at the Albany 
April 6-7. The 


providing 


(‘olorado society of 
ing 
in Denver, 
that all 


passed a resolution 


future conventions shall be held onls 
in hotels where the internal water and 
sewage systems have been inspected 
by the state sanitary enginee) Kdwin 
B. Clavton. Denver, was reelected 


dent 


Arkansas 

® Sanitary plumbing code for 
state is adopted at annual 
convention in Little Rock 

actions of the 


One of the principal 


Arkansas State Master Plumbers Assn 
at its annual convention held at 

McGehee Hotel in Little Rock, Ap 
13, was the adoption of the sanita 


plumbing code which was proposed in 
} 


the report of the association's legisla 


tive committee The proposed code 

to be presented to the Arkansas state 
legislature at its next session It al 
ready has the approval of the state 
health officer Other topics taken up 
included the work of the FHA and na 
tional association activities. Hickey 


and 


elected for 


Little Rock. 


officers were re 


Himstedt, president 
all other 


the coming veal 
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CONCEALED RADIATOR 
CONCEALED PIPING 
INSULATION 

POWER PIPING 
HOT WATER HEAT? 
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Progressive radiator heating contractor ties in with campaign by means of newly painted sign. 
An addition is to make it read “Air conditioning with radiator heat” 


Unusual response from radiator heat story in last 
issue brought additional arguments to promote subject 


ry 

I Hi radiator heating industry today is 

taking stock of itself—and is discovering its own strength. 

It is re-examining, for example, the inherent advantages 

of radiator heat, recognized long ago, and is finding them 
just as strong and effective as ever. 

In addition, new advantages are being discovered—the 
result of recent developments and improvements within 
the industry. Also, as the relation between radiator 
heating and that lusty, growing infant, air conditioning, 
is reviewed, it is being found that the two are ideally 
suited to progress together. 

New arguments for radiator heating, many of them not 
yet widely publicized, are being put forth almost daily 
by members of the industry. Here are a few of these 
additional arguments for radiator heat: 

1, With certain provisions built into radiator heat- 
ing systems, it is possible to have comfort and warmth 
at any hour of the day or night in the one or two rooms 
of the house which usually are easiest to heat but often 
are not warm enough at the right time. The rooms re- 
ferred to are the one or more bathrooms in the residence 


,and the room for an elderly person or an invalid. In the 


case of many of the present-day radiator heating systems 
where the boiler is maintained at a constant temperature 
for the purpose of domestic water heating, independent 
supply and return lines can be run to the bathroom or 
other radiators in question. Having a constant suppl) 
of heat in the boiler, it is possible to maintain the bath- 
room or special-room temperature above the tempera 
tures in other rooms without penalizing the entire sys 
tem or causing discomfort to others in the home. Think 
of the comfort to the early morning riser .. . the advan 
tages when sickness strikes. 

2. With radiator heating systems the element of 
noise and the transmission of sound from one part of th 
house to another by the system is not a problem. No 
fire pot or fueling noises are transmitted by radiator 
heating systems. Modern radiator heat is quiet heat 


3. With radiator heating systems, air motion in the 
room is carried on as long as there is heat in the radiator. 
Furthermore, modern accessories are available for pro- 
longing the circulation through radiators for even longer 











Conditioning, Combined 






























periods than in the past. Hence, air motion is contin- Thus positive and effective methods of cooling are 

uous over long periods and the possibility of air stratt- readily available to users of radiator heat. 

fication is reduced to a minimum. 9 Radiator heat blankets the cold wall and is espe- 
4. In the present day systems either water, steam or cially valuable where cold is acc mnpanied by wind and 

vapor can be circulated with maximum rapidity and even- where rooms on the windward side of the house must be 

ness so that uniform or desired temperatures are main- provided with an adequate source of heat. In other 

tained in all portions of the house. words, it meets the cold where it enters the home, namely 


5. Where recreation or “rumpus” rooms in the the windows on the outside walls. 


basement are utilized it is possible with radiator heat to 10. The air conditioning units used in conjunction 
heat that room comfortably even during the small hours with radiator heating systems can be utilized to treat the 
of the morning while the rest of the system can be shut air in a home 24 hours a day if desired. The fact that 
down in the usual manner. Likewise, it can be shut off the heating system itself is not in operation need have no 
from the system, when not in use, so as to effect conse- effect upon the circulation, cleansing or humidification 
quent savings. of the air in the home because this can be accomplished 
6. Inconnection with circulation, it should be noted — Mtrely independently of the heating plant 
that at practically no time during the heating season does 11. The installation of radiator heat has been 
the average home need extra air added or circulated by worked out on a scientific basis and years ot experience 
some central system. Thus, even without the addition of have eliminated the variables which might cause diffi- 
extra equipment, there is adequate air circulation with culty in an installation. The home owner or architect 
radiator heat during the large portion of the year. need have no fear of results when radiator heat 1s 
7. Modern radiator heating has the benefits of many installed. 
new mechanical aids. These include indirect heaters, 12. Dependable skilled heating contractors are avail- 
dual controls, vacuum air vents, circulators, vacuum and able for making radiator heating installations. 
condensation pumps, unusual thermostat and heat con- 13. Radiator heat not only heats the air, but also 
trols and many others. They add materially to the com- warms the walls and floors without the necessity of main- 
tort of radiator heat. taining excessive high air temperatures. The air in a 
8. Cooling with well water or mechanically refrig- room may be properly humidified, cleaned, circulated and 
erated water can be used easily and effectively with radi- heated to 70 deg. Fahr., but if cold surfaces are pres- 
ator heating systems in most sections of the country. (Continued on Page 182) 


Sold— 


Radiator Heating 
and Air Condi- & 
tioning helped sell 


this new building 
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Other customers wanted to buy 
this house which was sold im- 
mediately after being placed on 
the market. Note the promi- 
hence given air conditioning 
with radiator heat 








Your ComMPANY’S NAME 


STREET ADDRESS 


Name and 


of 


Prospects 


the 
(one 


Ins Here 
Address of 
Your Bext 


ert 


Dear Mr. or Mrs. 


In 


highest 


order to keep 
efficiency, you 
serviced each spring and 
one way to protect the 
car represents. 
the heating plant 
investment and 
attention as is 
time it 
when it 
will not 
increase 
tion you 
» enclosed 
causes 
how it 
name not J. 
Smith that he 
heating plant 
give you heating 
call will arrange 


venience, 


h: 


in 
is 


your 
as 


your car. 


goes back into 
only protect your 
operating efficien 
receive from it 
J. 
for heating 
Brown 
talks about, 
from 


is 


an 


Very 


Sign 


Sixth | 


of Spring Cleaning Needs 


i 
\CH of the J. Brown Jones stories has been 


written to convey a definite point regarding the products 
and services which are ottered by the established channels 
of distribution in our industry. For instance, the story 
reproduced this month on the next four pages tells why 
it is good business for the home owner to have an estab- 
lished and experienced heating contractor-dealer take his 
heating plant out of service when it is shut down tor 
the summer. Also, it points out how Jones can 


added comfort if he has automatic heating installed. 
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Reprints of the tour-page direct-mail pieces in 
this series of Jones stories are available trom the 
Merchandising Editor, Domestic ENGINEERING, 
1900 Prairie Avenue, Chicago. Send them to 
vour best prospects with the letter at the top of 


this page. 











operating 


CITY 


Letter Is Mailed 


Here is a sample letter which 
can be copied on your letter- 
head for the purpose of telling 
your heating plant cleaning 
prospects that you can do for 
them what Smith did for the 
Joneses and their friends 


at its 

checked and 
This is merely 
which your 


it 


It, is 
of 


care 


an 
and 
the 


too, 
care 
at 


the fall 
but also 
satisfac- 
weather. 


in 

stment, 
the 

cold 


deterioration 
your 

the 
your 


we aren't 
‘an protect 
eterioration and 
next winter. A 
at your con- 


yours, 


Hilere, 


ne 


ones Story [ells 


last month, the story “Plumbing with Assurance” 
was constructed to emphasize some of the main points 
of advantage which plumbing contractor-dealers have 
in competition with chain stores and d.t.u.’s. 


ADDITIONAL STORIES OUTLINED 


“Running Water Convenience” was designed to tell 
how the water supply system merely is the start of the 
plumbing system. It also cautions that just as modern 
motor cars, through their high speeds and refined de 
velopment require regulation for safety, so do other mod- 
ern developments, including plumbing, require adequate 
safeguards. Further, it is emphasized that the registered 
licensed master plumber is trained to meet these 
requirements by installing plumbing correctly. 


or 


elsewhere in this issue is a reproduction of the front 
of this All 
of this material is designed with the purpose in mind to 


covers these and other articles of series. 


help you in your selling efforts. 
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. Brown Jones Learns 


Can Be Checked in 


a 





A tumble over a basket | ¢ 
in a new position to |: 
for spring cleaning |: 


Jones started to raise his hand in protest, but Mrs. 
Jones continued, “When you've done that, there still 
will be plenty of time to play with your birdie.” 

“Al right,” said Jones, “Ill go, but please forget 
Jones swung the umbrella forward and all about that birdie.” 
cried, as he did so, “Roll into that cup” And with that he walked trom the room and began to 
trudge up the stairs to the attic, but by the time he 
arrived there his mind had gone back to the subject 
of golf. Absent mindedly he picked up one of the large 
cartons which was piled full of old newspapers and 


ae "SSO broken Christmas boxes and, carrying the carton in the 
HOWOOSH.” said |. Brown Jones as he 


most awkward position possible, began his descent. to 





S -_ ‘ella in cious half circle. “Right up 
wung an umbrella in a vicious ha | ay en 


om the ee | | , | The tact that he could neither see over, nor around, 
as < ‘aASé Saturday atternoon, and to jones, | : 

lt was a pleasant Saturda: : the box might have worried Jones at some other time, 

but now he walked in a daze as he thought of three hun 


dred yard drives and other equally important and, for 


the half day of leisure seemed to offer definite promise. 
llowever, either the weather or the half holiday must 
have affected him, for his actions were very strange. 
Jones replaced a book that his swing had knocked off 
the table and then shorted his grip on the umbrella and 
bent over with his eyes riveted on the carpet. At this 


him, impossible matters. tle reached the basement with 
out incident, but the first step that he took when he got 


> 


there was also the last. \ basket of ashes. which he 


point Mrs. Jones happened to enter the room quietly 

and stood watching her husband. J. Brown Jones bent 

over and brushed at the carpet. airy 
These yreens are in terrible shape,” he announced. | 44 
Then he resumed his crouched stance. Finally, he ( 1] 

swung the umbrella forward and then began dancing | y 

up and down while he cried, “Drop you bum, roll ito 

that cup! Plunk, right in. That's a birdie.” / 
“Why, dear,” said Mrs. Jones, “I didn't know that | iio 

you were a nature lover. What kind ot a birdie are & | 

you talking about, a robin?” ’ i i 
J. Brown Jones jumped at the sound of her voice and | ie p \l/ \ 

then looked at his wife in pained surprise. ¢/ iS | \ ae eee eae 

4 the rest some 


J, ox- ny 
“Well,” his wife answered, “we're cleaning house you < Ke other time, but 
know and | thought you could carry those old newspa AR / “~) now you had het. 
; ter get up before 
pers and trash from the attic down to the basement so you catch a cold 


“Did you want me for something?” he asked coldly. 


the yardman can take them out when he comes Mon 


day morning.” 
















of ashes puts Jones 
appreciate the need 
and automatic heat 


did not see, refused to budge when he walked into it, 
so Jones and the carton were forced to descend rapidly 
to the floor. Jones, when deeply moved as he was then, 
could produce an astonishing amount of noise and so it 
was no wonder that Mrs. Jones came running down the 
stairs to demand if he had hurt himself. 

“Tlurt, of course I'm hurt,” Jones said. “I’m nearly 
killed. Let’s see you fall head first onto a cement floor 





r . . * 

Pi Manys the time Pve had to go 
| iN down to the basement in order 
m\ to start a fire that has gone 


out during the night 


and then you'll find out for yourself. Whoever left 
those ashes in front of the steps almost became a mur 
cle rer.’ 

By this time Mrs. Jones was assured that no perma 
hent or severe damage had been done, Sa) she could hot 
resist saying, “Why, that’s no way to talk about your 
self. Don’t you remember that I asked you to move 
them and don't you remember saying that if you leit them 
there you wouldn't have so far to go when you carried 


thy ae out _ 





SUM MER LDeterioration 
His HEATING Installation 
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if | eould find a 
j j wav te get out of 
the house so that 
i | | could play goll 
' thi- allernoon Val 
| think that t had 


done a day's work 


“Well, perhaps | did,” J Brown Jones retorted. “but 


vou can't blame me tor trying to make it a litt 


for mvself when it comes to that bores \ll the thing 
does is burn tuel as tast as | can put it im \nd what 
do | wet im) returi \ basket ot ashes that In Wk Wat 
to trip me. Next winter Im gomg to burn candle WW 
Wont he Wari, but. at least. candle ishes arent very 
bruatky 


“There goes the doorbell and Ul have to answer it,” 
Mrs. Jones said breaking into her husband's speech 
‘Never muna thouvh, Voor Call tel] biie thy rest Cobane 
other time, but now, | think you had better get up off 
the oor before you catch cold.” 

Jones got to lis teet and wiggled his bruised leg ex 
perimentally, Although it seemed to be im pertect won 
ing order, he turned ania vlared haletully ctl thre brorles 
Lie was still glaring when his trend, Dlank, appeared 
and began to descend the stairs, saying as he did) so 
“What's this | hear about vou talline tor vour heatn 
plant 

“The least vou could do is take that snule off vour fac 
and say you're sorry, Jones complamed 

“Well.” Blank answered, “I dont have to worry abo 
lalling over ashes since | put in omy new heati rl 

‘Thats a real pal for vou. fone 
kill mvself and so vou beein to br 


lant 7 
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“You'd brag too,” said Blank, “if you had the swell 
It’s the best investment | ever made. 
Why don't you have 


system that I have. 
And let me tell you something. 


Smith, the heating contractor, look at that boiler of 


yours 7” 

“Oh, what can happen to a boiler?’ Jones scofted. “It's 
the warmest thing in the house all winter long, and 1n 
the summertime it’s down here in a nice cool basement.” 


SAVES MONEY IN THE LONG RUN 


“That’s what I thought until I had Smith come in 
to give me an estimate on a new automatic heating job. 
[le told me that you can get much better results from 
your heating plant if it’s taken out of service and put 
back into operation by an experienced man. For one 
thing, Smith said that highly corrosive acids can form in 
the plant when the chemicals in the ashes and soot be- 
come wet from the moisture which collects during the 
summer months.”’ 

“The whole country must be softening up,” Jones said. 
“We're supposed to see our dentist twice a year and now 
you advocate giving our heating system a spring tonic. 
What next, ultra violet ray treatments for the radiators ?” 

“Oh no,” Blank replied, “it’s not that bad, but by hav- 
ing your plant thoroughly cleaned and checked in the 
spring at the time it’s taken out of service you'll get 
better heating results and save money 1n the long run. 
Now you take a steam system, an experienced heating 
contractor like {mith would fill the plant with water for 
the period it’s idle. Then, in the autumn, the boiler can 
be flushed out and refilled to the proper level. This pre- 
vents the inside from rusting just as cleaning protects 
the outside. Also, in a spring inspection little things can 
be caught and corrected which might later cause a com 
plete breakdown and big expense. Smith told me a lot 
of things that the ordinary fellow wouldn't think of which 
proved to me that heating plants can deteriorate a lot 
more in summer when they're idle than in winter when 
That’s why [ had Smith 
fix up my new automatic heating system so that it runs 
all summer long to heat the domestic water supply. It 


they re operating to capacity. 


operates in warm weather without heating the house and 
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at the first sign of cold, everything is in readiness fo) 
the heating season.” 

“Automatic heat,” Jones exclaimed, “that’s the stufi 
that rings a bell when you're supposed to make anothe: 
payment, isn't it?” 

“That’s about the only thing that it doesn’t do,” re 
plied Blank smiling. “Smith said that automatic heat 1; 
an investment that pays dividends in increased leisure and 
comfort. Since I’ve had it, | can agree heartily with 
every word that he said. Many’s the time I've had to go 
down to the basement to start a fire that’s gone out dur- 
ing the night or while we have been away for the evening. 
But, that was before | put in automatic heat. Now, | 
can sleep later in the morning and still be perfectly sure 
that the house 1s going to be at the exact temperature | 
want, for as long as | want it.” 

“Yes,” Jones queried, “but how about the expense 
involved °” 

“It isn't an expense, it’s a saving,” Blank told him. 
“With automatic heat, more heat goes to the rooms and 
less goes up the chimney. The fuel is burned more com 
pletely too. Why, considering all factors, | saved money 
over the years when | didn't have the new system. 


JONES GETS A SMART IDEA 


“You know,” said J. Brown Jones, “if automatic heat 
is all that you say it 1s, | guess it would be a smart idea 
ii | looked into it. At least, it wouldn't do any harm 1f 
Smith came in to check and service the boiler to see what 
condition it’s in. It looks like my heating problems are 
solved. Now if I could finda way to get out of the house 
this afternoon so that I can play golf, I’d think that | 
had done a very good day’s work.” 

“It shouldn't be hard to do that,” Blank said. “‘ Now let 
me think, if you’re going to have Smith come down here 
in order to inspect your boiler and figure on automatic 
heat, he’s got to have plenty of room to work. Why, he 
might want to run a pipe right through the spot where 
you expect to pile those cartons you're supposed to bring 
down. I’m sure that Mrs. Jones will realize that you 
can't put a pipe and a pile of cartons in the same spot. 
(ome on, get your clubs, I’m going with you.” 


Your name 1s not J. Brown Jones 
and mine 1s not Smith, but— 


The Story Is Just The Same 


(Space here for your name and phone number) 


Now is the time to check and service your heating plant so 
that it will be in condition next fall. We will be glad to 
tell you how automatic heat can be a good investment for you. 


This page forms the fourth page of the J. Brown Jones story. In making a reprint of these four pages for distribution among your 


best prospects, naturally a blank would be left for your 


name and phone number and this caption would be removed 












New Rules for 





QO, March 30, the Senate, and on March 31, 
the House, passed a bill (S. 4212) extending Title | ot 
the National Housing Act from April 1, 1936, to April 1, 
1937. It was approved by the President on April 3. 
Attention is directed to the following more important 
changes in Title I made by Congress: 

1. In the future insured modernization loans may be 
made only to owners of improved real property or to 
lessees of such real property who have a lease extending 
for a period of not less than six months beyond the ma- 
turity of the modernization credit loan. This eliminates 
new construction on unimproved real property but does 
not prohibit the repair of'a previously completed struc- 
ture or the construction of a garage or other appurtenant 
structure in connection with a completed house or other 
major structure. It was the intention of the Congress 
that new home construction should be financed under 
Title Il rather than under Title I, as this is a more de- 
sirable type of financing from the home owner’s stand 
point. Regulations under Title Il have recently been 
liberalized to encourage low cost homes. Il‘ield offices of 
the Federal Housing Administration will cooperate in 
every way possible in facilitating this type of construc- 
tion under the Single Mortgage System. 


PLUMBING AND HEATING INCLUDED 


2. The bill specifically excludes from insurance loans 
or advances of credit in the amount of $2,000 or less for 
the purchase and installation of equipment or machinery 
upon any type of improved real property. However, the 
bill does permit the insurance of loans or advances of 
credit for the purpose of making additions to real prop- 
erty. Therefore, items of machinery and equipment 
which become additions to the real property will be con- 
sidered as eligible, whereas those which do not become 
additions to the real property, i. e., a part of the struc- 
ture, will be considered as ineligible. Under this inter- 
pretation heating, plumbing and wiring systems, includ- 
ing such items as furnaces, oil burners, stokers, water 
heaters, etc., would be eligible for financing. However, 
movable equipment such as refrigerators, ranges, wash- 
ing machines, ironers, etc., would not be eligible. The 





























The National Housing 
Act in its extended form 


does not change the pro- 


visions regarding the insur- 
ance of loans for plumbing 
and heating systems, auto- 


matic heating and the like 


same reasoning would apply in the commercial or in 
dustrial field as in the domestic field, except that on loans 
from $2,000 to $50,000 on Class A property it is not a 
requirement that the machinery or equipment become an 
addition to the property. 
eligibility rulings still apply. 
3. After March 31, 1936, the amount of insurance to 


In cases ot this sort the old 


be granted is reduced from 20 per cent to 10 per cent of 
the total amount of loans made or credit advanced. Loans 
which were made by insured institutions before April 1, 
are covered by the 20 per cent insurance reserve. This 
accumulated 20 per cent reserve can be used only against 
those loans made prior to April 1, 1936, and no part of 
that insurance reserve will be applicable to loans made 
under the amendment extending the active period of 
Title I. 
made after March 31, 19306, will be covered by a new 
reserve based on 10 per cent of the aggregate amount of 


In other words, /oans or advances of credit 


advances of credit made by the insured institution since 
that time. 
been paid by the Administrator are less than three-tenths 
of one per cent of the total volume of loans insured. 


(Losses to date under Title | which have 


Unpaid balances on delinquencies of thirty days or more, 
according to the latest available figures, are 
slightly in excess of 2 per cent of the total insured loans 
outstanding. 
fore, should be more than adequate to cover any loss 


which a financial institution exercising normal credit 


judgment and with a normal volume of loans should 
sustain.) 


4. The maximum hability which the Administrator 


running 


The 10 per cent insurance coverage, there 


(Continued on Page 180) 























They lake It, 
and lIhey Give It! 


In this title we refer to advice on financing remodeling 


work through FHA. 


Right now they are installing 


a new show window and showroom on an FHA loan. 


Air conditioning work also is being promoted by them 


W. D. SWAIM AND COMPANY of 


Chattanooga, Tenn, has not only used the FHA _ plan 
as a wedge with which to provide immediate returns 
in the securing of jobs but has also used the plan to 
finance the remodeling of their shop, showroom and 
They do not own the building in 
which their firm is housed but found this no hindrance 


display windows. 


nn securing a loan. 

The location of the building is ideal for their needs. 
Therefore they negotiated a long term lease for the 
property, and under the terms of the FHA plan which 
provide that a person who rents property may be granted 
a loan for improvements on said property so long as 
the lease that 1s held on the property expires at a date 
no less than six months after the termination date of 
the loan, they secured the necessary funds to make 
essential repairs and changes. In this manner they have 
nanaged to finance the long desired remodeling of their 
shop without touching a cent of their operating capital. 

Since April 1, when the extension of the FHA 
plan was pushed through, this company has sold a 
number of jobs to property owners who, prior to that 





















date, had abandoned plans for improvement of their 
holdings. They plan to follow through, during the 
period between now and April 1, 1937, when the exten- 
sion expires, with practically the same type of sales 
talks, based on the FHA, which proved so successful 
for them in 1935. 

Speaking of 1935, all during the year they utilized 
the FHA consistently as the basic talking point in sales 
arguments for the remodeling of bath and kitchen ar- 
rangements in the home. That their promotional work 
in this regard has been successful is indicated strongly 
by the fact that approximately 35 per cent of the jobs 
completed by the firm in 1935 were financed under 
either this or some other similar loan plans which they 
suggested to their customers. 

It is this company’s idea that few of these jobs would 
have materialized had it not been for the intelligent use 
of the FHA in sales promotional work. 

When we refer to the W. D. Swaim company, we 
really mean Mrs. W. D. Swaim. She owns and 
operates the firm of W. D. Swaim & Co., one of Chatta- 
nooga, Tennessee’s most: successful plumbing and _ heat- 
ing concerns. In this mountain city of 140,000  per- 
sons, Mrs. Swaim has earned an enviable reputation 
as a reliable authority on plumbing and _ heating. 

“Establish your business on a quality and service ba 
sis, adhere to the policy in all circumstances, keep abreast 
of the times and you will find that your firm will meet 
with a surprisingly small amount of competition,” states 
this diminutive feminine plumbing and heating execu- 
tive. “I have carefully sought and obtained a name for 
doing excellent work and for handling only the finest 
of materials,” she continued earnestly. “True my prices 
are higher than others but I have found that price is sel- 


Fig. |The first air conditioning system to come to Chatta- 
nooga was installed by this company. which is owned and 
operated by Mrs. W. D. Swaim 








dom the main consideration when jobs are beimg let. Tut 

thermore, new customers often come into my office whose 
first words are: ‘Mr. Blank told me your price would 
probably be higher but that you would give me a first 
class job with which I would have no trouble.’ Then my 
argument for quality is further proven by the fact that 
though I have had sufhcient work to keep four to six 
men busy for the past three years, in that period I have 
only had to bid on three jobs. The balance of the work 
has been brought to my shop unsolicited.” 

Here is unanswerable reasoning to which, even the 
skeptical, can find no reply. Moreover, this woman 1s 
well qualified to speak with authority on her subject. 
Hers has not been merely experience rather it is 
successtul experience proven over a period of sixteen 
years, during each of which, her firm has progressed con 
sistently. 

One of Mrs. Swaim’s pet theories for improving the 
sales of her firm is to maintain attractively designed win- 
dow displays. The show window of her shop is always 
tastefully decorated and the displays are changed at least 
twice each month and sometimes more often. In-so-far 
as 1s possible the displays are arranged in accord with 
the prevailing motif of the current season. 


USES SEASONAL WINDOW DISPLAYS 


or instance, on March 15, the window was rear- 
ranged ina St. Patrick's Day design. ‘The color scheme 
was, of course, green, with deep green forming a back- 
ground for lighter shades of the same hue. Shamrocks 
predominated throughout the window. ‘The central fig- 


ure of the depiction was a miniature range boiler com- 
pletely connected to other toy fixtures. 
attracted an extraordinary amount of interest and ma 
This enterprising 


The presentation 


terially added to the sales of the firm. 





lig. 2--The bathroom at the top represents just one of the 
many FHA jobs put through and installed by this company 


Fig. 3—Immediately above is another of their FHA bathroom 
jobs. Thirty-five per cem of their work in 1935 was financed 
under FHA or some similar plan 


lady had an All Fool's Day setting for her next window 
trim, with an Ikaster atmosphere for the following change 
in the window. 

Several years ago her clever arrangement of the met 
chandise in her window brought first honors in a window 
dressing contest. W.D. Swaim & Co. is located on Sixth 
St. in the heart ot downtown Chattanooga which adds to 
the advertising value of the window displays, in addition 
to being convenient to offices of architects and engineers. 

Mrs. Swaim follows up her window attractions with 
model exhibits located on either side of the entrance aisle 
leading to her office. At present these show sections and 
the office are undergoing al complet renovation which the 
self-reliant woman states will make them tar more pleas 
ing to the eye, consequently adding to their exhibit value. 

When the remodeling of the office is completed there 
will be spaces for four separate model exhibits with par 
titions between them high enough to give the impression 
of walls to the representations. 

“Give your prospective customers a true picture ot 
how the fixtures may he expected to appear when in 
stalled in their homes. You will find that you will have 
few complaints as a result,” she advises. 

When asked if being a woman had proven a handicap 
in business she smiled and replied, “Well, it does and 1t 
doesn't. No, that isn't a womans an 
mean it as it sounds,” she hastened to add, “'t! 


sWet and dont 
if ugh those 
words express the situation exactly There are some 


people who do not like to deal with women and | cannot 
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met, 
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secure their business. l‘ortunately for me, however, these 
types are few and far between. Everything considered, I 
have little difficulty with most of my customers, although 
now and then I run across a man or two who finds it 
hard to believe that I can serve them efficiently. 

“On the other hand,” she reflected, “| have some cus- 
tomers who insist upon dealing directly with me and will 
not talk to any of my employees about the work they 
want done. Asa result of this tendency I lost a job that 
would have amounted to close to three hundred dollars 
last fall while | was vacationing in Florida. 

“It was a repair job on a heating system which we had 


installed several years ago. As so frequently happens, 





Fig. 4—Here is Mrs. Swaim in front of her place of business 
which she is now remodeling with an FHA insured Jean 


the janitor had not cleaned the system properly each year 
and three sections were ruined when the boiler failed. It 
was In an apartment building and the owner had to have 
nnimediate service. She called the office and on learning 
that | was out of the city, refused to talk to my shop 
foreman who is an excellent workman. She then called 
another firm and gave them the job. 

“T learned of this when | returned and called on her te 
ask why she had not given the job to my firm, explaining 
that my men were thoroughly capable and could have 
handled the job easily without my direction. She calmly 
told me that she didn’t doubt it, nevertheless she pre- 
lerred to deal with me. Naturally I felt quite compli 
mented in spite of the fact that [ knew in my own mind 
that she was foolish, and was chagrined over losing the 
work,” 

Mrs. Swaim has handled some of the biggest jobs 
this section. Recently she installed an air conditioning 
system in the Tivoli, newest and largest of Chattanooga’s 
movie palaces. Incidentally, this was the first air condi- 
tioning system installed in the mountain city. Her firm 
handles a large amount of installation work for the Ten- 
nessee Electric Power Co., which is selling a number of 
air conditioning systems in the territory. At present her 
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mien are working on a similar system at the Read House, 
smartest of Chattanooga's many hotels. 

She also has the contract for a rather elaborate job in 
a new home which is under construction on the East 
Brow of Lookout Mountain. Her work there includes 
three bath rooms, two powder rooms, the kitchen and the 
laundry. This job will add considerable prestige to the 
already formidable list of installations in that exclusive 
residential section. 

The first big job on which she did all of the figuring 
as well as the bidding caused the feminine plumber many 
sleepless nights. She recalls its details vividly as every- 
one recalls their first important step. 

“The bid was on the heating installation at a new 
school which was under construction in the county. A 
set cost price of $35,000 was fixed and I was very 
anxious to get the work. I had information that a cer 
tain concern, which has since gone bankrupt, intended to 
follow their usual policy of bidding extremely low. | 
was successful in obtaining the contract and I had men 
on that job for fourteen months. A monthly estimate 
was required in advance for the general contractor. At 
the completion of the work he told me that I had not 
inade enough money for a job of that size. Perhaps | 
didn’t, still I didn’t lose money and [ surely gained 
great deal of valuable experience. 

“T’ll admit I was scared half out of my wits for at least 
twelve of the fourteen months but [ am convinced that 
some things that I learned during that time were the 
basis of my present success. 

“T read extensively,” she remarked, “even study oil 
and gas charts on trucks which may sound small but to 
me, nothing is too small to know about. I have found 
which trucks give me the cheapest repair costs although 
they do not get as much mileage as do some of the other 
makes. I am operating two trucks and have spent very 
I:ttle on repairs for them. 

“T read everything that [ can find on air conditioning. 
It is my belief,” she seriously points out, “that in the 
very near future all newly built homes will contain this 
convenience.” 

Mrs. Swaim has found little time in her busy career for 
the frivolities of the average woman’s existence. The 
pressing need of attention demanded by both an increas 
my business and a growing son have filled every waking 
moment of her life. 

Years ago when Son Swaim was wearing three cor- 
nered panties and dresses, his mother brought him to 
work with her each morning. He toddled about the shop 
while his enterprising mother kept books, answered 
phone calls, and figured specifications and costs. 

“T must have presented a rather quaint picture in those 
days,” she remarks. “I had to watch Son with one eye 
and the business with the other. Perhaps that’s why ! 
have to wear glasses today. It was a great strain but | 
just couldn't bear to be away from him all day. I’m glad 
[ did it, too, for his amusing antics among the pipes and 
tools, forced a laugh and a resultant brighter outlook dur- 
ing trying times. 

“When business was over for the day I had to rush 
home, prepare dinner and put him to sleep. After that 
came my study hour so you can see that [ had no time 
for bridge, banter, or balls.” 

Mr. Swaim. who was also a master plumber, died 
shortly after W. D. Swaim & Co. was first organized by 
the married couple. 














Outstanding records for s 
merely indicate what our indus- 
try can do through extension of 
FHA. Achievements thus far 
are cited. Further business 


building aid seen in newcouncil 


ryt 

I WO events which have occurred recently) 
will have an important bearing on the sale of plumbing 
and heating equipment in the near future. 

One is the organization of the National Housing Ad- 
visory Council. The other is the extension of Title | 
of the National Housing Act to April 1, 1937. 

The object of the National Housing Advisory Council 
is to provide a practical means for the members of the 
building industry to express their point of view on the 
activities of the United States government relating to 
housing. 

The council is a non-partisan group composed ot 
every branch of the durable goods industries having an 
interest in a long-range, privately financed home build 
ing program. 

The objective is to stimulate the building of 250,000 
new homes in 1936. Indeed, it is hoped that this figure 
can be exceeded, as there is an immediate need for nine 
times that number of home units, 

It is the object of the council to encourage and develop 
the most effective selling and advertising activities on 


sales 
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~ We’ve Just Begun to Sell 


By Russe_t. G. 


(REVISTON 


the part of all members of the building industry in order 
to insure that a substantial share of the buyer's do.lat 
shall be spent for housing or for products related to 
housing, 

The development of a home building program for 
1936 is purely a selling job and it is up to the members 
of the industry to do it. The first step is to recreate a 
venuine and widespread demand tor homes. Such a de 
tiand already exists but has been dormant because the 
way to home ownership in the past has been miude too 
difficult. ‘Today, | 


linancing plan set up under the FELA, home ownership 


however. as a result of the 20 vear 


is sunple and entirely sate tor the average tamuly 
EASY TO ACQUIRE OWN HOME 


The immediate need, theretore, is to capitalize upon a 


demand that has long existed by mtorming American 
families how easy it is to acquire their own homes, and 
by making these families want homes before they want 
anything else. 

As one means of unifying the industry tor selling the 
housing market, the Council has adopted an emblem 
signifying the purpose of organization, and expressing, 
a selling 


also, a general selling appeal. “Build Now,” a 


slogan, incorporated with the title of the National [lous- 
ing Advisory Council, embodies both ideas. The council 
strongly recommends that this emblem, which ts here 
with reproduced, be carried in advertising, in newspa 
pers, magazines, posters, direct mail promotion inal that 


i(dontinued on Pare 1S) 











gpg eengp 


Se 














The flood in Biddeford, Me., caused pollution of the regular water supply. 


Thus, residents were 
supplied with water from tank cars, distributed by street sprinkler wagons and collected in bottles 


Help Wanted 


Many readers in flood areas returned to their offices 
and found catalogs and literature files damaged by 


water. 


| N last month’s issue, attention was called to the 


leNGINEER 
ING whose catalogs were ruined by the flood waters. This 


flood-stricken areas and readers of Domest 


was suggested as a result of the large number of in- 

quiries we received from readers for assistance in obtain- 

ing new catalog material. 
READERS TELL OF 


FLOOD AND LOSSES 


One reader in Maryland stated, “In the flood which 
last week swept away a large part of our city, we lost 
practically all of our catalogs, descriptive literature and 
price sheets.” Another reader wrote us to say “All my 
catalogs were destroyed in the flood and I have been at 
a loss as to Just how I would be able to notify the manu 
A reader in Pitts 
burgh writes “All our records were destroyed in the re- 
cent flood Still another reader, this one in 
Williamsport, Pa., told us his catalogs went down the 
river in the recent flood and insomuch as he uses this 
material almost every day, he is very much in need of 
new literature and price sheets for re-building his files 
of office information. 


facturers of the need for new ones.” 


waters.” 
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Here are additional requests for replacements 


Additional names of readers who have told us of their 
“need for new catalogs are listed in the following so that 
manufacturers will be able to supply them with new 
catalogs without delay. 
Bowman Supply & Mig. (Co. Ine.; 878 Progress St. 
Pittsburgh, Pa. 
Cambria Pibg. & Htg. Co.3 421 Franklin, Johnstown, Pa. 
Crumley, W. M.; Lewisburg, Pa. 
Griffith, Earls 95 Clinton St., Johnstown, Pa. 
Haverhill Hdwe. & Pibg. Supply Co.3 15 Washington Sq., 
Haverhill, Mass. 
Lutz, Jr.. James H.; 140 Paxton St., Harrisburg, Pa. 
Lycoming Supply Co., Ine.3 335 W. Third St., Williams- 
port, Pa. 
MeKaig’s; Cumberland, Md. 
Marsden & Wasserman; 174 Pear! St., Hartford, Conn 
Nau & Co., Inc., Harry E.3 1368 S. C. Ave., S. E., Wash- 
ington, D. C. 
Pruitt & Zimmerman, Inc.; 2438 18th St., N. W., Wash- 
ington, D. C. 
Thackray Co. The; 1036 Broad St., Johnstown, Pa. 
Thorn & Son, A. Boyd; 312 E. Market St., Clearfield, Pa 
Weldon & Kelly Co.3 1801 Locust St., Pittsburgh, Pa. 
Young & Pratt; Barton Springs Rd., Austin, Tex. 
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in Labor Estimates: 


By MILTON FOSTER 


EFORE discussing the subject of labor esti- 
mates it should be pointed out that any figures which 
may be presented are subject to the conditions under 
which they have been developed. Past performance 
and previous records merely are valuable insomuch as 
they form a basis of judgment for estimating future per- 
formance. 

In studying the information contained in this article tt 
should be kept in mind that the constants presented were 
developed in connection with work installed in New Jer- 
sey. Readers are invited to tell us how these estimating 
figures compare with the labor records of their past work 
and the constants they use in preparing current estimates. 

At the start, it might be interesting to state that bids 
prepared on the basis of these figures have a record of 
always being in from first to third place. 

During the many years the author has spent prepar- 
ing estimates of proposed work, and later checking his 
figures by actual field results, he has evolved a set of 
constants for determining labor costs. The following 
are figures based on the work performed by a mechanic 
and helper in eight hours: 


TABLE 1. 


FINISHING OF PLUMBING FIXTURES 
W.C. (Flush Tank), Bidet Lavatory......... ... 4 Per Day 
W.C, (Wall Type) Sink, Combination Sink & Tray 3 Per Day 
Boom Bee, Bee GRE WES BOM cccccccccessecs 2 Per Day 
ET Sa cena ee meee En eT Sen a ae ar ee ee 5 Per Day 
Showers (Compartment), Bath Tub...... 1 Per Day 


TABLE 2. 


ROUGHING AND FINISHING FROM STACK AND RISERS 
(PER FIXTURE) 

Bidet, Slop Sinks, W.C., Sinks, Lavatory........... 15 Days 

Combination Sink and Tray, Bath Tub, Urinal, Shower 2 Days 

See. Gm Ck ecb cscs senseesosesbeoss io 2 Days 

Wash Sinks 5 Days 


fy |. |. 5 3 ee ee ee ee 


fasins & bath 5, W. C. 4, 


Fittings per fixture: 
sink and wash trav 9, sink 6. 

Data in Table 3 are based on the number of fittings 
per day when straight runs are negligible in cost. 


t Article No. 


Be Figured 


> 


Twenty-one years of practt- 
calexperience has been 
drawn upon in the prepara- 


tion of these basi figure 
The author has checked the 


S. 
Wl 


against performance records 


TABLE 


CUTTING THREADS, MAKEUP IN PLACE, AND 
1,” Pipe Size 26 Fittings 21%” Pipe Size fi 
4%” Pipe Size 24 Fittin ’ Pipe Size 7 
] Pipe Size 24 Fitting j Pipe Size 5 
1%” Pipe Size li Fitting ripe Size 
11%” Pipe Size 12? Fitting: f Pipe Size | 
2 ” Pipe Size 10 Fitting s ” Pipe Size - 
TABLE 4 
WATER AND GAS LINES 
Lineal Ft Per Das | nen ht 
aed l., G5 — hw” .t) 
“ li,” Nii 4 bd i.) 
1%’ Ly,” io } +f) 
1',”-1,” 70 D 0 
y i” ht) 
Universal pipe in 6 ft. lengths, may be 
lows: 
TABLE 
LENGTH OF PIPE PER DAY 
3” Pipe Size 100 Lin, Ft s” Pipe Size H0 
Pipe Size rey Lin ht pa” Pipe Size ».? 
Lin. Ft 12” Pipe Siz »f) 


6” Pipe Size 65 


Cast iron soil pipe figures are based on the 
of joints to be laid and caulked. 


TABLE 6 


JOINTS PER DAY—CAST IRON SOIL PIPE 
2” Pipe Size 20 Joint 6” Pipe Size » Jo 
3” Pipe Size 20 Joint ¥" Pipe Size i Joint 
i” Pipe Size 15 Joints 10” Pipe Size § Joint 
5” Pipe Size 12 Joint 12” Pipe Size Joints 
For testing, 3 floors per day should be added. In 
caulking soil pipe joints 45 lb. of lead constitute a days 
work. 
. — } ; , I. os 
For all ceiling hung installations, reduce by <9 pet 


cent. 
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“ittings 
fittings 


figured as tol 


lin. It 
Luin. Ft 
Bw rT} ht 


number 
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Corporation pipe, regardless of pipe length, may be 
figured on the basis of lineal feet laid in trench per day. 
This does not include excavation and refilling. 


TABLE 7. 
CORPORATION PIPE—LINEAL FEET PER DAY 





3” AWWA Pipe....c« 100 O” 8 BW We  PebOsccecs 48’-0” 
4° AWWA Pipe...... 84'’-0" 10” AWWA Pipe...... 36'-0” 
2” AWWA Pipe...... 24’-0” 


6” AWWA Pipe...... 60°-0" 

kor excavation and backfilling by hand, 5 cu. yds. 
is the day’s work of a laborer. At an average of four 
dollars per day, the cost per cubic yard is 80 cents. By 
the use of a trench machine, the cost may be reduced 
to 22 cents. 

Duriron pipe may be figured on the basis of the sum 
of the diameters of pipe laid. 


TABLE 8. 
DURIRON PIPE 
Stacks and Runouts.. 40” Per Day (Ten 4” or Four 10”, ete.) 


Se HOMO. occcsese ce 50” Per Day 


Corporation pipe fittings and valves are figured in 
ti Pe 6 
the same manner at 30 in. per day, while acid stone- 
ware may be based on 75 in. per day. 
TABLE 9 


TWO LABORERS LAYING VITRIFIED TILE PIPE 
WITHOUT EXCAVATION AND REFILL 


i” Diam. Vitrified Tile... pe ee 75’°-0” 
6" to &” Diam, Vitrified Tile. ie ol ds are caved , 60°-0"” 
10” to 12” Diam. Vitrified Tile. ee eee a fl 

TABLE 10. 
(jJALVANIZED WASTE AND VENTS 

14%” to 1%” Pipe 60 Lin. Ft 5” Pipe 30 Lin. Ft 
id Pipe 50 Lin. Ft i" Pipe 30 Lin. Ft. 
S 4 “4 l’ipe 15) Lin. Kt ae Pipe 20 Lin. Kt 
= Pipe i0 Lin. Ft 


By multiplying the constants in Table 11 by the total 
number of fixtures, various items of labor may be 
checked agaist takeoff. 


TABLE 11 


Finishing ; 36 Duriron System Tere. 


(‘ast [ron Pipe (Less Vacuum System ...... :« ene 
Leaders) ... ee too 00m GES Bey lk. oc oe 4% jie a 
(‘ast Iron Pipe (With Stand Pipe System . ea ae 
Leaders) ..... eee 29 Boap System ....... i 
Durham System . . #89 Cold Water System ...... 40 
Branch Waste and Vent... .35 Hot Water System ...... .15 
Drinking Water System.. .03 


Branch Waste Loop and 
Vent ' error rT 
(On sheet lead lining tor showers, etc., 100 sq. ft. con- 

stitutes a day’s work for mechanic and helper. Also 

eight 4 in. lead bends or eleven 3 in. lead bends can be 
wiped and caulked in a day. 


TABLE 12 
VACUUM SYSTEMS (COMPLETE INSTALLATIONS) 


Free Standing HRadiators—Per Radiator... 1 Day 
Wall Hung Radiators——Per Radiator 1% Days 
(‘oncealed tadiators Per Radiator 1% Days 
Heating and Vent. Units—Per Radiator 1% Days 
Heater Cabinets— Per Radiator ' 1% Days 
Unit Heater—Per Radiator - 2to3 Days 
Vento Heater—-100 Square Feet.. - , l Day 
Vacuum Pumps Set and Hookup.. : oe Days 
(‘ondensation Pumps Set and Hookup — Days 
Boiler Cast Iron—2 Sections l Day 
Setting Sleeves—24 Sleeves 1 Day 


On one pipe system, figure 0.5 day per radiator, 
while two pipe system require 0.9 day per radiator. 
Labor for installing radiators only, may be figured 100 
sq. ft. wall hung, or 200 sq. ft. free standing radiators, 


per day. 
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TABLE 13. 
SHEET METAL 


Fabricating Erecting 


Average Job Galvanized Sheet Metal.... 375 Lb. 275 Lb. 
No. 10 Gauge Black Iron................. 400 Lb. 425 Lb. 
I a al a a A 270 Lb. 225 Lb. 
ee <  e 325 Lb. 250 Lb. 


The above tables have been used by the author in 
figuring, among others, the 17-story Union County 
Court House, in Elizabeth, N. J., the 15-story Leverich 
Towers, Brooklyn, and the Teachers’ College at Ewry, 
N. J. His figures won the bid and, resulted in a fair 
profit for the erector—which in the last analysis is all 
that can be desired from an estimator. 


RECAPITULATION SHEET FOR ESTIMATES 


Upon receiving a job on which a bid is to be pre- 
pared, it is the writer’s practice to develop his quantities 
as indicated in the following recapitulation form. Then, 
by means of the tables and information in the foregoing, 
labor and time is calculated. As specific jobs have 
progressed, actual performance has been checked against 
these estimate figures by means of what is described as 
a unit labor cost system of records. 

Finishing—Setting and connecting fixtures. 

Cast iron pipe—Trench 60 in. in diameter of lead; 
1 day. 

Cast iron pipe—Stacks and runouts 45 in. in diam- 
eter of lead; 1 day. 

Branch galvanized waste and vent—Cut, threaded, 
made up and in place. 

Durham system galvanized drainage—Cut, threadcd, 
made up and in place. 

Duriron system—Trench 50 in. of lead; 1 day. 

Duriron system stacks and runouts—40 in. of lead; 
1 day. 

Corporation pipe—lLinear feet per day. 

Corporation fittings and valves—30 in. of lead; 1 day. 

Universal pipe—Linear feet per day. 

Acid stoneware—/5 in. per day. 

Vitrified tile pipe—-Linear feet per day. 

Stand pipe system—Cut, threaded, made up and in 
place. 

Stand pipe system—Connecting and setting, reels and 
racks; 4 day each. 

Vacuum system—Cut, threaded, made up and in 
place. 

Gas system—Cut, threaded, made up and 1n place. 

Drinking water system—Cut, threaded, made up and 
in place. 

Hot water system—Cut, threaded, made up and 
place. 

Cold water system—Cut, threaded, made up and 11 


— 
~ 


— 


place. 
Soap systems—Cut, threaded, made up and in _ place. 
Soap systems setting tanks—' of day each. 


WHAT HAS BEEN YOUR EXPERIENCE? 


Insomuch as data such as is presented in this article 
is of increasing value as more and more experience 1s 
reflected in it, and since experience must center about 
actual installations where labor has been involved, we 
shall be glad to discuss any comments or comparisons 
which may be prompted by the publication of this im 
formation. 














When the occasion arises, Mr. Werner uses this basement to show customers how equipment is installed properly 


r. erner’s 


Basement 


An attractive basement which shows how modern 
radiator heating can make cellars actively useable, 
proves to be an effective aid in selling efforts 


A BOOK was published a few months ago, which 
called attention to unusual instances in the day's news, 
during recent years. In addition, it mentioned outstand 
ing items of interest including a reference to the bath 
room of a past president of the National Assn. of Mas- 
ter Plumbers. It referred to this as being one of the 
most elaborate in the United States. 

lf the author of this book had delayed the publication 
of his material, no doubt he would have been prompted 
to refer to the heating installation and basement of the 
present vice president of the N. A. M. P. 

Mr. Werner’s heating installation and recreation room 
was installed, and is maintained, as an example of what 
is possible in obtaining the full value of space in a home 
which normally is considered best suited to storage and 
the accumulation of dirt. It illustrates how modern 
radiator heating installations, automatically controlled and 
tired, make possible the construction of recreation rooms. 
In the past, the general tendency has been for families 
who wished to expand their homes, to build on an addi 
tion. With modern heating, the trend has changed 
towards making the basement actively useful and includ 





ing it as a part of the liveable portion of the home. Mr 
Werner points out that wlile he does not in any way 
advertise the basement or the heating plant in his home 
in Orange, N. ]., on several accasions he has taken 
customers to see the various items of equipment both im 
operation and in connection with each other. An exhibit 
ot this kind cannot help but impress prospective put 
chasers of heating equipment and accessories of the neces 
sity of coordinating the different units effectively 

Very often it is forgotten that the average home owner 
knows little or nothing about modern automatic heating 
systems. A complete installation properly installed and 
in Operation can assist him in understanding some of the 
fundamentals involved. 

The care and thought which has been put in the plan 
ning ot Mr. Werner s heating installation 1s especially 
noteworthy when the demands on his time are consi 
ered In addition to bemy vice president of the N \ 
M. P. and carrying on his business, he ts also treasures 
of the New Jersey State Assn. of Master Plumbers, vice 
president of the Second National Bank of Orange and 


vice president of the Orange Building and Loan Assn 

















By CHARLES E, FISHER 


m 

ENGINEERING and selling are the Siamese 
twins of air conditioning—one can’t go without the 
other—we found when in 1932 we expanded our heating 
and oil-burner business to include general air condition- 
ing. When our selling efforts warm a prospect to the 
point he is willing to have us figure for him, we find that 
getting a system into his house is as big a problem as it 
is for us to get his buying attention. Both problems call 
for careful planning. 
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ARAAAALA 


The two upper views show water towers used in cooling. They 
were placed among the foliage so that from certain angles they 
are quite inconspicuous 


Here is a portion of an air conditioning installation made by the 
> J . . ‘ ve 
author’s company, Ellis G. Fisher. It represents an example of 
placing equipment in small quarters 


Southwest architecture of the type shown here has caused prob- 
lems for this company 


Naturally our best prospects are those persons whose 
confidence we have already won by satisfactory installa- 
tion of heating equipment. This is just cashing in on 
our reputation, and is one reason that general air con- 
ditioning and especially cooling, can be merchandised 
more successfully by heating men instead of by high- 
pressure specialty sales organizations. The heating con- 
tractor-dealer already is inside the homes or offices of 
those best able to buy more complete air conditioning. 
Xven from this vantage point, we have found it necessary 
to spend the biggest part of our first year doing mission- 
ary work. ‘There is magic in the word air conditioning 
but we discovered we could not count on it to do more 
than get an audience for us. We have to tell the story 
and put it across. 


REPUTATION IS STRONGEST SALES HELP 


When doing this missionary work we found that air 
conditioning is going through the stages that radio did. 
Remember when every one was building his own set’ 
Many of our prospects have their pet theories about air 
conditioning, such as “using all that cool air in the 
basement.” We have to turn their half-baked ideas into 
enthusiasm for a real engineered job. 

Engineering is not only the basis of efficient operation 
of air conditioning, but a reputation for sound engineer- 
ing is our strongest sales help. For this reason we preter 
to stay in the engineering field where we can capitalize 
on our talents and service. 

Another advantage that a reputation for excellent engi- 
neering has given us is that it puts us above the wild-cat 
sales promotion competition. 

Unfair competition and cut-price competition are old 
stories, but they have to be met and overcome. We find 
that while of course we lose some jobs on “price,” our 
best help in overcoming price-competition is not to meet 

















Conditioning 


: Automatic heating work with oil burners, which 
was engineered carefully and which resulted in satis- 
fied customers paved the way for this Phoenix, Ariz. 
heating contractor to follow with air conditioning 


the price-cutters on their field (we don't compete on 
price level), but to sell our equipment on a field where 
they can’t compete, the field of thorough engineering. 
We stress the “you get what you pay for” angle and also 
emphasize that the buyer is making a permanent invest- 
ment where lower up-keep and operation cost are factors 
that more than outweigh a greater purchase price. 

We got the largest house cooling installation that went 
into a residence in our state last year because a year 
previous we had met successfully the steam problems of a 
citrus processing plant. So we say our business, instead 
of sky-rocketing, has risen by the reliable stair-step route. 
Not only have we stepped into a profitable cooling busi- 
ness by rising on our past satisfactory installations but 
from every cooling job we have stepped to another cool- 
ing job. 


COOLING IS WONDERFUL 


While the joy of automatic heat has passed the ‘‘won- 
derful” stage, cooling is just entering it. Our customers 
tell all their friends that ceoling is “the most wonderful 
thing we ever had, we don’t know how we ever lived 
without it.” Such enthusiastic broadcasting beats any 
kind of advertising. 


Care was used in matching the exact color of the house when the 
pump and protecting rails shown at the upper right, were painted 


The photo reproduced at the lower right shows a trunk duct run- 
ing through the pantry and a branch duct running through a 
cupboard with an outlet in the dining room 


Awnings and insulation cut down the cooling lead on this 
air conditioned home 


To tie in with the customer's new enthusiasm which 
leads him to take his friends down in the basement to 
see the unit, we find it a good investment to spend about 
$10.00 to dress the unit with paint and our name plate. 

Our main sales approach is by the conservative 
“survey route. 
neering, we put ourselves in position to sell the owner as 
complete or as limited equipment as his need and finan 
cial situation calls for. 

In all our promotion of air conditioning we have never 
been general in our approach as we feel that fails to hit 


Stressing the importance of sound engi- 
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the bull’s eye. While we are interested in selling the 
public on the idea of air conditioning, we never lose 
sight of the fact that we are selling our firm and our 
services to the public. We also remember that only a 
limited number of John K. Public can afford any form 
of conditioning, so we don’t care if the man-in-the-street 
has heard of us or not. While we use some sales helps 
such as timely sales-letters, we find that there is no sub- 
stitute for intensified personal selling. When offering 
expensive equipment to a limited market you simply 
have to be direct. 

In our part of the southwest where heat is the climatic 
hugaboo, the boom in air conditioning 1s in the summer 
cycle with cooling. Two factors are peculiar to this 
locality, intense heat and a population heavily sprinkled 
with wealthy health seekers. 


TWO FACTORS WHICH INFLUENCE 


A perfect set up—the combination of a long cycle of 
uncomfortable weather and people seeking physical health 
and relief. Chronic sufferers from heart trouble, asthma 
and hay fever are usually in a frame of mind to try 
anything that will give them relief, if they can afford it. 
In other words, cost is not too high a barrier. We might 
mention that because filtered air has such an appeal to 
hay fever sufferers, we had pathological laboratory tests 
made of the pollen count and found that by mounting the 
filters in tandem we get the desired results. 

Of course the end result of good engineering is not 
only to help you sell jobs, but to overcome the obstacles 
of installation. In our territory there have been com- 
paratively few furnaces installed, the heating jobs being 
hot water and steam. This means we have to get a 
complete duct system in the house without disfiguring 
it. In this work we are handicapped by the Spanish 
type of architecture which means cement floors, no base- 
ment, 12 in. adobe walls (mud bricks), and low, tile roofs 
with no attic space. 


Here is a view of another air conditioning installation made 
by this Phoenix concern. Note the provisions for preventing 
sound vibrations from traveling through the piping system 
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Because of a number of factors involved in one bunga- 
low installation, we mounted the unit on the roof, open- 
ing the grills in each room just below the ceiling line. 
We placed the unit so that it is not visible from the street, 
and painted it and the surrounding roofing paper with 
aluminum paint to deflect the intense heat radiation. 


UTILIZE ALL POSSIBLE DUCT SPACE 


We have several ways of meeting our problem of find- 
ing a way to install a duct system without disfiguration. 
On one job we enlarged the basement (which in Spanish 
style was only 12 ft. by 12 ft. under a house with a 
100 ft. frontage.) This change made it possible to bring 
the trunk duct up into a hall closet. Then we used the 
entire hall ceiling as a plenum chamber taking off 
branches to the adjoining rooms. Of course, the plenum 
chamber was plastered to make a dropped ceiling. 

No china cupboard or medicine chest escapes our 
eyes, as they are ideal hiding places for ducts. In one 
house, the only way we could reach the dining room 
from the butler’s pantry was to take our branch through 
the top shelf of the glass cupboard. 


HOW ONE PROBLEM WAS SOLVED 


Sut, even these methods weren’t enough to solve our 
problem in one house which was a large, rambling 
structure, built in the shape of a “T,” with a small 
basement at one end. We came up from this basement 
into a large service porch. Here we built a plenum 
chamber by constructing another side wall 8 in. out 
from the existing wall. From the top of this we took a 
long branch through a narrow, cross-running hall which 
enabled us to get outlets into the rooms opening on 
this hall. 

However, we still had the long east wing of the house 
to handle. To do this we took a branch off from the unit 
in the basement and carried it through a tunnel to 
the east end of the house. Tunneling under cement 
floors a distance of 30 ft. called for a human gopher. 
('nfortunately, the architect’s blueprints had not been 
followed by the builders and the steam lines and 
cross cement foundations were just where they 
weren't supposed to be—in our path! This in- 
creased our difficulties but we overcame them 
and now we point with pride to this difficult in- 
stallation. 

On a deep well job, pumping 100 gal. a min- 
ute through surface coils, delivering 10,000 cu. 
ft. of air per minute, we were hard put to it to 
find a place the owner was willing to have the 
well and pump. They finally agreed on the side 
of the house just out of line with the drive- 

(Continued on Page 178) 

































Kxperience has shown 
that water systems 
sales frequently result 

from power transmission 
extensions. Therefore, 


F oliow the Wires 


by A. J. Davies 


P L-BLIC utilities are engaged in an extensive comes under the head ot a farm necessity and at. the 
program to add customers to their electric power sources same time it is a srand opening wedge for further plumb 
through the extension of new power lines. 351,000 more Ing equipment. 
farms are being brought into the electrical network of Here are some positive dollars and cents arguments 
the country. which have proved especially effective in selling water 

One large utility is adding 5,000 miles of new rural supply systems to the rural market. 
lines. Another reported 1,161 prospects for electric water 
systems out of 1,978 farmers who have signed up for INCREASES MILK PRODUCTION 


electricity on a 649 mile extension program. These 


are just two examples. To sum it up—150,000 water Cool running water at the muzzle of every Ha 


‘ ‘rease milk pr t} ir 10 to 20 ner cent and its 
systems will be sold in 1936—that’s a $12,000,000 busi- acai milk production trom ee i . Md 
‘9 . P ~ ° ° riz me e f 7 } fy) T ) y ner ' if ‘ “or Wing tr) 
ness and it’s just the opening wedge for plumbing equip- buttertat cont - irom ' | per cel ICCOT 
" a * * ” - nN > . . . ‘ s $< . } " , 1? | : CO) ahi "_ , \ r: cy ‘ () 44) 
ment. l‘armers imcome tor 1935 was over $6 800,000.01 ). Té hable data. Ie i¢ COW 1 Til LITT iveraye + , 


’ 


Ib. of milk and 158.3 Ib. of butterfat in 1934. Cows 


best since 1929 and his taxes are 36 per cent less than | | 
owned by members of cow testing associations throug! 


1929 so it’s the right time to put forth real effort in o : 
out the country averaged 7,849 Ib. of mui 


selling him things he needs. An electric water system : eg k and S13 Tb. ot 
butterfat. This last group are progressive farmers and 
it is safe to assume that they had plenty of good water 
for those cows. Each cow needs 25 gallons of wate 
daily to give the best account of herselt on the milk 

The pump in the above illustration draws from a depth of 82 ft. charts. 
and the water is used for cows and for cooling cans of milk. It With a gor d suppl of water on his farm. the dairy 


is just one of six pumping units for the property shown in the 
photo at the upper left. The cows at the right have drinking cups (Continued on Page 170) 























25 % to 335% % of Tank Volume 
Pe ddeea Air under Pressure 








I$ % +o 664 % of Tank Volume 
Water under Pressure Axerted 
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Fig. 1—Pneumatiec tank two-thirds full of water 
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Fig. 2—-Diagram of tank under initial air pressure 
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Fig. 3--Tank pumped up to 40 lb. gauge by adding water 
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Fig. 4—Tank pumped up to 60 Ib. gauge by adding water 
By Howarp T. HALL 


Pret ‘MATIC water supply systems have 
filled an important niche in locations where buildings 
are required to furnish their own water supply. The 
principle involved is to pump water from the source of 
supply into a tank filled with air resulting in compressing 
the air and raising its pressure accordingly. This creates 
a pressure on the water which only is relieved as the 
water is drawn from the tank and as the air is allowed 
to re-expand. 

In other words the compressed air acts as an enormous 
spring and produces an artificial water pressure of any 
amount desired. For example, a water pressure may be 
created much higher than that which could be secured 
from a house tank located in the highest part of the build- 
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Practical 


Water supply systems 
facilities depend upon 
and air for completely 
by applying knowledge 


ing. Even in cases where a municipal water supply 
may be furnishing water to a building, if the pressure is 
insufficient, a pneumatic system may be employed to 
augment this low pressure and to supply water to the 
building at any pressure desired. 

There are several outstanding features which might be 
listed in regard to pneumatic water systems, among which 
are the following: 

1. The ability to supply water at any desired pressure 
to any building. 

2. The ability to store a quantity of water under 
pressure. 

3. The ability to place this storage in the basement. 

In considering pneumatic systems it should be kept 
in mind that the available water storage in a pneu- 
matic system consists only of that water which may be 
drawn out of the tank before the air pressure falls to a 
point where the resultant water pressure no longer is 
adequate to supply the highest fixtures. Thus if 30 Ib. 
at the tank were the minimum water pressure which 
would adequately supply the building, it is self-evident 
that the air pressure in the tank cannot be reduced to 


below 30 Ib. 
AIR MUST BE SUPPLIED 


» On the other hand, when the tank is about 2/3 filled 
with water, the air pressure rises to such a point that 
undue horsepower is required for pumping additional 
water in against this pressure and with further pump- 
ing, excessive pressures result on the building wate: 
supply system. It will be seen from this that only a 
part of the tank capacity is available for water storage 
and also that the system must deliver a varying pressure 
ranging from the minimum which adequately will suppl) 
the fixtures up to the maximum pressure which may |» 
carried on the tank and system. 

A pneumatic water supply system must include a pneu 
matic tank, a water pump and usually some facility to 
supply air to the tank. The water, in being pumped into 
and withdrawn from the tank, absorbs a small part of the 
air so that this shortage in the air cushion must _ be 
replaced from time to time by a new supply of air being 
pumped into the tank. This air is supplied in various 
ways depending upon the particular type of equipment 
involved. 

When the pump must lift water from a lower level 

















Plumbing— 


which are equipped with pneumatic pressure 
a correct relation between quantity of water 


satisfactory results. 


Savings can be effected 


of the various factors involved in air expansion 


such as a well or suction chamber below the pump level— 
the suction head must be added to the discharge head 
to obtain the differential pressure against which the 
pump must deliver water. This differential must be 
increased by adding to it the pipe friction at the maxi- 
mum rate of pump delivery and 5 to 10 ft. in addition 
for contingencies. 

Thus a pump lifting water from a level 12 ft. below 
the pump and discharging into a pneumatic tank with 
a maximum operating pressure of 43 Ib. and with 5.1 Ib. 
of pipe friction would have to deliver water against a 
total head of 
(43 1b./0.43) plus 12 ft. plus (5.1 1b./0.43) plus 10 ft. 

or 
100 ft. plus 12 ft. plus 12 ft. plus 10 ft. or 134 ft. 


PRESSURE AT SOURCE IS IMPORTANT 


If the pump is taking suction from a street main where 
there 1s 26 lb. pressure, then this 26 lb. may be sub 
tracted from the head otherwise on the pump and the 
result becomes 
(43 Ib./0.43) plus (5.1/0.43) plus 10 ft. minus (26/0.43 ) 

or 
100 ft. plus 12 ft. plus 10 ft. minus 60 ft. 
or 
122 ft. minus 60 ft. or 62 ft 


It may be advisable, however, in such a case to con- 
sider that a break in the street main might cause a loss 
of all the street pressure even though water still remained 
in the mains which could be obtained by the pump if the 
pump head were sufficient. To operate under such a 
condition, the pump head would be as before, but the 


60 ft. for the street main normal pressure would not be 


subtracted leaving 122 ft. as the pump head to be con- 
sidered in this calculation. 


CHARACTERISTIC OF CENTRIFUGAL PUMP 


lt must not be forgotten that a centrifugal pump when 
arranged to pump against 122 ft. total head will deliver 
considerably more water when pumping against the 
normal 62 ft. head and the motor must be sized to carry 
the pump under the heaviest brake horsepower condition. 

When air is compressed in a pneumatic tank the heat 
generated is quickly absorbed by the water, or is trans- 
mitted through the tank shell, so that this becomes for 
all practical considerations what is described as an iso- 


thermal compression and the pressure may be tound by 
the formula which is expressed as an equation 
and the pressure may be found by the formula 

P x V equals p X v 
when “V” is the original volume at the original absolute 
pressure ; “P” the original absolute pressure ; 
is the new volume at 


“p’’ the com 
pressed absolute pressure and “vy” 
the new absolute pressure “p.” Thus air at atmospheric 
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Fig. 5 Style of tank with flat heads 
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Fig. 6 Tank with bumped and dished heads 
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Fig. 7—Tank with double bumped heads 
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pressure when compressed to half of its volume has a 
pressure of 
14.7 & 1 equals p X 0.5 
or 
14.7 equals p 


i 


0.5 
or 
, 29.4 equals p 
As “p” is the absolute pressure, the gauge pressure will be 
29.4 |b. minus 14.7 lb. or 14.7 Ib. gauge. 
Similarly air compressed to 1/3 of its volume at atmos- 
pheric pressure will have an absolute pressure of 
14.7 & 1 equals p & 1/3 
OT 


14.7 & 3 equals p or 44.1 Ib. 
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Fig. 8 Tank with double dished heads 
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Fig. 10--How the bumped head is calculated 
‘ Fig. 11—Below, left: Radius in forming a bumped head. Right: 
Tank with double dished heads 
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and the gauge pressure will be 
44.1 lb. minus 14.7 or 29.4 Ib. 

It is evident from the foregoing that if a tank full of 
air at atmospheric pressure had water pumped into it 
until the air occupied only 1/3 of the tank (or 1/3 of 
its original volume) the gauge pressure on the tank (and 
also on the water in the tank) would be 29.4 lb. If it is 
assumed that this is the approximate minimum pressure 
which could be used to supply the building, it follows that 
the tank must be pumped up to a still higher pressure 
before any water could be drawn out and used in the 
building without reducing the tank pressure below the 
lowest allowable limit. This is shown graphically in 
lig. 1. 

Now if the tank were supplied with more water until 
the volume of air reached 1/5 of its original, then the 
absolute pressure on the tank would be 

14.7 & 1 equals p & 1/5 
or 
14.7 X 5 equals p which is 73.5 Ib. 
and this is 73.5 lb. minus 14.7 Ib. or 58.8 lb. gauge. 

In the first case the water occupied 66 2/3 per cent of 
the tank capacity (the air occupying the other 33 1/3 per 
cent) and in the second case the water occupied 80 per 
cent of the tank capacity (the air occupying the other 20 
per cent). Therefore, the water which could be drawn 
from the tank between the maximum pressure of 73.5 Ib. 
gauge and the minimum pressure of 34.3 lb. gauge would 
be only 

In this example the results show that a tank capacity 
of eight times the amount of available water storage is 
needed. 

In this example it means a tank capacity of eight times 
the amount available water storage is needed. 

To increase the amount of available water which can 
be drawn from a given tank, the practice of using initial 
air pressure on the tank has developed. By this is meant, 
that the air pressure on the tank, before the water 1s 
pumped in, is raised very close to the minimum tank 
pressure required which results in the following: 

[Initial air pressure on tank 34.3 Ib. gauge. 

Air pressure when tank is pumped 2/3 full of water 

(34.3 plus 14.7) & 1 equals 1/3 & p 

or 

49 lb. & 3 equals p or 147 Ib. absolute 
and 147 Ib. minus 14.7 Ib. equals 132.3 Ib. gauge which. is 
much too high for building use, but, if the maximum 
pressure were made the same as before, the equation 
hecomes 

(34.3 plus 14.7) & 1 equals 73.5 lb. & v 
or 
49 lb. equals v or 66 2/3 air. 


73.5 
A check of this shows that with 2/3 air in the tank the 
pressure will be 
(34.3 plus 14.7) & 1 equals 0.66 2/3 & vy 
or 
49 lb. equals v or 73% Ib. absolute 





oe 


0.66 2/3 
which is 73.5 lb. minus 14.7 or 58.8 lb. gauge the same 
as before. 
Under this condition the percentage of water which can 
(Continued on Page 172) 








Heating 
and Plumbing 
Make an Old 

Building 

Pay 


Building was 62 years old 
and a liability. Remodel- 
ed with heat, hot and cold 
water, small apartments and 
safe plumbing, it’s an asset 


I; Charles Thumm, who is located in Chi- 
cago, had discovered recently that 6,000 year old dwell- 
ing in Palestine, instead of the British archaeologist, 
Professor John Garstang, no doubt he would have done 
more than link up the neolithic culture with the early 
bronze age. He would have linked up a boiler with 
some radiators, and connected some faucets with the 
water mains, and made the place fit for human habita- 
tion. 

The building Mr. Thumm did finish fixing up last 
December was hardly 6,000 years old, but it was built 
in 1873, two years after the Chicago fire, and from a 
modern viewpoint, it was in many ways as uninhabit- 
able as the bee-hive shaped homes of the later stone- 
age men, a specimen of which Professor Garstang 
found a month ago. 

This building on Chicago’s near-north side was, Mr. 
Thumm says, originally designed to house six families, 
each large enough to need seven or eight rooms in 
which to spread out. And, though the first floor was 
given over to stores and stock rooms, these huge flats 
on the second and third floors were in their day con- 
sidered quite nobby. 





Fig. 1- 


Here is the heating plant which was installed and 
which takes care of the heat requirements of the tenants 


Since then, the neighborhood has gradually deterio 
rated, and it was found that the families in the vicinity 
who were equal to the amplitude, were equally unable 
to pay for that much housing. And since about five 
years ago, when the futility of trying to heat that much 
space with a coal stove became apparent to everybody, 
no one has lived there at all. 

While it was still possible to keep the stores on the 
lower floor rented, the upper floors, when completely 
uninhabited, gradually settled toward that dilapidated 
condition at which empty buildings always arrive. It 
was soon found that if the bugs and small boys didn’t 
destroy the building, the taxes and upkeep would ruin 
the owner. 

Under the pressure of this situation an architect was 
called in, and it was decided that they would remodel 
those six large flats into thirty-eight one-and-two-room 
apartments. And at this stage, Mr. Thumm was given 
the job of installing a heating system, overhauling the 
plumbing, and of putting hot and cold running water in 
each apartment. 

In connection with his getting the contract on this 
job, Mr. Thumm recalls an interesting incident. 

When, some years ago, he was just getting started 
in the plumbing business, a young man representing a 
tool firm called on him to sell him a supply of tools. 
After considerable haggling, Mr. Thumm gave the 
young man a good sized order. At the time, Mr. 
Thumm thought no more about it, but the young man 
did. And in after years he told Mr. Thumm that had 
heen his first order. 
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Incidentally, the man who had represented the tool 
firm now is the owner of the building in question. 

It happened that the ex-tool salesman also owned the 
apartment building next to the one that was being re- 
modeled, and Mr. Thumm in looking over the possibili- 
ties for the heating plant, discovered that the installa- 
tion of a large boiler to take care of the heating re- 
quirements of both buildings, would prove more eco- 
nomical than the separate firing of a smaller heating 
.plant in each building. 


HEATING BOILER WAS INSTALLED 


A boiler capable of handling 4,725 sq. ft. of radiation 
therefore was installed. The old building that was be- 
ing remodeled required 2,450 sq. ft., and by running a 
line through a tunnel that was dug between the two 
buildings, the additional 2,000 sq. ft. of radiation, al- 
ready installed in the apartment building to the east, 
was connected to the new system. 

Secause the stone foundations supporting the four 
by twelve beams were low, the boiler had to be sunk 
in a four foot concrete pit, and Mr. Thumm installed 
a sump pump to keep it dry. 

The hot water for domestic use was taken care of 
with an indirect water heater using hot water circulat- 
ing through it from the boiler as a heating medium. 

When Mr. Thumm came to put in the radiators, he 
found that the meat market and the grocery store on 
the first floor did not desire heat. Nevertheless, he 
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left several radiator stubs to be used by possible future 
tenants, and installed three radiators in the drug store 
on the corner. 

The upper floors, having had a transverse hall cut 
across them to connect the original north and south 
entrance corridors, the south entrance and stairs hav 
ing been built into additional room space, required four 
radiators in these halls. The remaining forty-four of 
the fifty-one radiators placed in the building, were put 
in the apartments. 

It is not to be supposed, Mr. Thumm says, that this 
was in any sense a “de luxe” job. It wasn’t. It was 
a problem of converting a well constructed old building 
that for five years had been merely taking up valuable 
space, into a modernized building operating on a paying 
hasis. 

“Next June,” said Mr. Thumm, “when we remodel 
the east building we will do a fancier job from the 
standpoint of fixtures, but on this job we had to keep 
in mind the viewpoint of the owner. 


PROSPECTS FOR MORE WORK 


“Where lavatories and closet-bowls were still in 
good shape, we left them in. However, some of the 
tubs were replaced with more recent models, and six- 
teen new lavatories and seven new sinks were installed. 
When we finished, every apartment had hot and cold 
running water.” 

In most cases the old kitchens were made into 
living rooms, and the sinks and gas stoves were 
moved into what must have been pantries. Even 
the pantries of these tremendous old flats made 
good sized kitchenettes with ample space for 
dishes and cooking utensils and other necessary 
facilities usually found in a kitchen. 

The job was finished about the middle of last 
December, and today, the thirty-eight apartments 
are rented and paying 
a steady profit. 

The heating plant has 
been in operation since 
the sixth of December, 
and Mr. Russell, the 
engineer, declares that 
in every way it is satis 
factory, supplying 
ample heat and_ hot 
water to the apartments 
of both buildings. 

In making. this 
old place meet the 
needs and de- 


(Continued on Page 178) 


Fig. 2—While the before and after views at the left do not 
show the remodeling transformation in the building under 
consideration, they do show some of the work which the 
Thumm company has done in their remodeling activities 
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Design 


ot Exhaust 


Duct System 


‘ 


Itxhaust ventilation has no equipment outside of the 
tan and ducts. The static pressure for the fan generally 


runs between 3 in. and 14 in. depending on the length 
ot the system and the number of bends. 
The same methods of duct sizing may be used as for 


supply systems 


Duct Branches 





























The width of the throat “C’’ should be proportional to 


, ’* 


the c.f.m. handled by duct “X’’ and duct “Y. 


Formulae—X c.f.m. 





<x Width A = Width B. 
c.f.m. 


Z 
Y c.f.m. 
Z. 





x Width A = Width C. 


c.f.m. 
Thus, with 20,000 c.t.m. in X, 5,000 c¢.f.m. in Y and 
A 72 in., width B = 20,000/25,000 * 72 in. or 58 in. 
and width C = 5,000/25,000 72 in. or 14 in. and 
58 in. + 14 in. = 72 in. 
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Equivalents 


| Btu. = 1 Ib. of water raised 1 deg. Fahr. 


1 Boiler Hp. = 33,305 Btu. per hour or 34% lbs. of 


water evaporated at 212 deg. Fahr., or 30 Ibs. of 
water at 100 deg. Fahr., into steam at 70 lbs. 


1 Mechanical Hp. = 33,000 ft. Ibs., per min., or 2,546 
3tu. per hr. 
1 Electrical Hp. = 1 Mech. Hp., or 746 Watts, or 


0.746 Kw. 


1 Kilowatt — 1,000 Watts, or 1.34 Mech. Hp., or 
3,415 Btu. per hr., (56.89 Btu. per min.) or 44,236% 
ft. Ibs. per min. 


1 Cu. Ft. of Water = 7.48 gal. (712), weighs 62.37 


lbs., (62™) at 60 deg. Fahr., and 59.76 lbs. at 212 


_ 


deg, Fahr. 


wae 


Gallon of Water = 8.34 Ibs., (814) at 60 deg. Fahr., 
and 7.99 Ibs. (8) at 212 deg. Fahr. 


1 Ton of Refrigeration = 286,600 Btu. (286,000) per 
day, or 199.038 Btu. (200) per min. 


Latent Heat of Ice = 143.33 Btu. (144) per Ib., or 
288,000 Btu. per ton. 


Absolute Zero = Approx. 460 deg. below zero Fahr. 


Copyright, 1934, by H. L. Alt 
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This article 1s made up of Mr. Brown’s 
report and the correspondence which resulted. 
Unit heaters and high temperatures involved 


G ENTLEMEN: In compliance with your 
instructions, I called on Mr. Oscar Johnson, heating con- 
tractor of Owasso, Pennsylvania, in connection with the 
unit heater system he installed over a year ago in the 
plant of the Owasso Millwork Co. 

Mr. Johnson reported that all last season splendid re- 
sults were obtained and that every one seemed fully 
satisfied. However, this year they have been reporting 
that the floors are cold and drafty. Then, too, they are 
buying their steam and they complain that their steam 
bills are running higher this year than last for about the 
same weather. Mr. Johnson saw no reason for this. 

When we drove over to inspect the plant, the outdoor 
temperature was about 0 deg. Fahr., which is 10 degrees 
higher than the outdoor temperature for which the sys- 
tem was designed. We found all of the heaters running 
at full speed. As we walked through the plant I noticed 
that the floor was cold. The thermometer on the thermo- 


Fig. 1—The top diagram illustrates how an open by-pass, per- 
mitting high pressure, and consequently high temperature steam 
to reach the heaters, caused the trouble 


Fig. 2—The lower illustration indicates how the pressure, and 
consequently the temperature of the steam was reduced merely 
by closing the by-pass valve 


81 


stat which was mounted about 5 ft. read 60 deg. Fahr., 
which should be a satisfactory temperature in a building 
of this type. The thermostat was set for 65 deg. Fahr. 
The foreman told me that it was set at this point in an 
effort to warm the floor which remained cold even though 
the heaters seldom stopped in cold weather since the 
thermostat setting had been raised. 

The heaters were running full speed and the deflectors 
were set to direct the air to the floor, but when I walked 
in front of the heaters, | could not feel the stream ot 
air discharged by them. Raising my hand over my head, 
[ could just feel the bottom of the stream of air, indicat 
ing that the air was not being driven below the 7 ft. level. 

Although the heaters sounded as though they were 
running at full speed, to make sure I asked the foreman 
to get his tachometer to check thei speed He 
them all up to speed. 

When I climbed up on a ladder and held my hand 
immediately in front of one of the heaters, I thought the 
discharge temperature seemed extremely high, so I held 
my thermometer up in front of the heater and it showed 
a temperature of 200 deg. Fahr 
thing was wrong with the discharge temperature, 
2 lb. steam which has a temperature of only 218.5 deg 


found 


I knew then that some 
because 


(Continued on Page SS) 
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Heating Tourist Camp... Clogged Septic Tank ... Testing Traps 





Heating Tourist Camp 


® Reader seeks best method of heating a camp 
from high pressure boiler which is located 
in adjoining creamery 

| am enclosing a sketch, Fig. 1, of a camp ground 
which the owner wants to heat from a high pressure boiler 
in his creamery. He uses coal and wants to use an auto- 
matic stoker on the boiler. What would you recommend 
for heating in this layout? 

Arizona. B. M. 
To THE READER: 

There are several methods which might be employed 
in your problem, and the selection of the method to be 
used would depend on the feasibility of the installation 
proposed when considered in relation to conditions at 
the camp concerning which we have no information. For 
instance, the steam might be carried through the camp 
buildings in a very cheap manner by using a continuous 
pipe coil or possibly two coils run along the rear walls. 
This would involve cutting through the partitions. 

Again, wall radiators might be installed along the rear 
walls or on the partitions near the rear wall and the 
mains buried along the rear wall but outside of the build- 
ing and deep enough to be secure from freezing, In this 


case a manhole would have to be placed at the end of 
the run and a trap located therein, the discharge from 
which would have to be disposed of by a drain or run 
toa dry well. This is because in both cases it is assumed 
that you will put a pressure reducing valve on the steam 
branch near the boiler and carry low pressure steam to 
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Fig. 2 


the camp buildings. ‘The first scheme is illustrated in 
Fig. 2 and the second scheme in Fig. 3. 

As near as we can calculate your requirements from 

the data submitted you will need about 56 sq. ft. of steam 

radiation for each cabin, if the minti- 

mum outside temperature reaches 











































































































— 1 “ sedaneniiaeieliniatiataianinn zero; about 48 sq. ft. if it only drops 

oa 3 $ He $1 x 1 & $ $ my RB 1 hie Goo! to 10 deg. Fahr. above zero ; 40 sq. ft. 

[Js] 8 S$ j8/ 3S 8 v @ [aan § a * if it only goes to 20 deg. Fahr. above 

_ a a OO Burner —— a zero; and 32 sq. ft. if it only reaches 

ple 2x4 wood lath shacco s 4 deg. ahr. wbove zero. if the con- 

Service GLLLZZZZLDDOE ceiling TZ) i struction ot the camp is such that 
Station j f- n steam and return lines can be run un- 

/ = “ Semeh eesti —~Y | heal. der the floor of the building, this is the 
“re 2, 4) | Pons al S place to run them; if they cannot be 
Nee 155 ft Le NRK run under the camp building floors, 

a | Bact dicsédddddiddddddédséiijpia | Garage then they might be run along the rear 
Saints, dum aipeneiiemee walls and the radiators raised suff- 

|L__Aaper Root 7 ciently to drain into the return below 

a Cro the radiator. In any case the main 

| iss * | should slope downward with the steam 
| — HH fH {] ™ 7 | flow and a drain or drip trap should be 
| Tas rp eae ge nermpremen located at the far end of the line. The 
L f ‘ iE return should drain toward the far end 
it sibictath and may be drained through a trap at 

Fig. 1 the end of the line; all radiators should 
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New! The Silent Glow Sealdheet 





The burner that offers 3 Amazing Savings 


and is a seller because its distinctive consumer-understandable reasons for buying 


lifts it from the burner rut! 


What's the most important single thing you can tell a prospect about an oil burner. 


the answer. “It saves money.’ 


Then think how easily you can sell the new Silent Glow Sealdheet. 


You know 


For here’s a burner that 


offers not just one saving but three—every one a saving that every prospect can understand. 


Write for our booklet “Experience.” 


What an oil burner sales story it tells! 


When you read it, 


imagine yourself telling the marvelous Sealdheet saving-story to your prospects! 


SAVING NO. 1—Seals the Heat in the Boiler 





The old way—cold air chills the firebox—The candle shows what 
happens with ordinary pressure atomizing burners when the 
burner shuts off. Cold air rushes in, chilling the firebox and 
wasting stored up heat. 





The Sealdheet way—cold air stopped at its source—When a Silent 
Glow Sealdheet shuts off, the candle is not disturbed. Because 
the Progrotor closes like a door and stops all draft. This saves 
20°, to 30°% on fuel costs. 


SAVING NO. 2—Greater Flame Luminosity—Greater Flame Travel 


The old-style gun 
burner flame —A solid 
body flame with short 
travel. While 30°% of 
the heat from oil comes 
from energy 
(luminosity), much of 
this is lost by an all 
center fire. 


radiant 





SAVING NO. 3—An Electric Motor 


Because Sealdheet construction releases pressure against the 
motor, only a 1/20 h. p. motor is required. This results in much 


lower electric bills. 


THE SILENT GLOW OIL 


Factory: Hartford, Conn. Branches: 


The Sealdheet Progres- 
sive Rotation Flame 

A rotating cone flame 
held in suspension for 
108%, 


travel. 


greater flame 
This insures 
more complete combus- 
tionofoilandfar 
greater luminosity. 





Less Than Half the Usual Size 


D ravers who have seen the Silent Glow Sealdheet predict 
it will be one of the fastest-selling oil burners on the market. 
Wouldn’t you rather compete with it than against it. Write today 
for full facts. Address Dept. DE-5. 


BURNER CORPORATION 


Chicago In Canada: Waterloo, 
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Fig. 3 


be provided with air valves. If the garages are to be 
heated, we believe about half as much radiation as in- 
stalled in the rooms will be sufficient to keep them from 
hecoming too chilled. 


Clogged Septic Tank 


® New septic tank which fails to operate prop- 
erly provides the problem here 


To THE Epiror: 

Enclosed you will find a sketch, Fig. 5, of an in- 
stallation of a septic tank and leeching cesspool, which 
[ am informed was installed only recently, but which 
is not giving satisfactory service as it has clogged 
up twice since its installation. The tank serves a tavern 
and dwelling and is about 15 ft. from the tavern. 
It serves two toilets, two lavatories, bar sink, slop sink, 
and draught box in the tavern and one toilet and two 
kitchen sinks in the dwelling. 

The leeching cesspool is about 10 ft. from the septic 
tank and, as near as I can determine, is about 5 ft. by 24 
ft., while the septic tank is 4 ft. 4 in. by 5 ft. When | 
called at this job the septic tank cover 
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of the opinion that the grease is killing the bacteria, or 
the action of same, in the tank thereby causing the 
trouble. The tenants in the dwelling are home only in 
the evening. To remedy this condition, | recommended 
that a grease trap be installed on the waste from the 








F° Fife 





Se0//C Jane 







- haste 





Sink 
waste - 





GCASC T/ap 








pes =S 


( . 
\ foleh uncer 
) sSfaIS /7 
« paste?! Sipk - 


DnEeli/7g 











Fig. 4 


kitchen sinks and that this waste be carried direct to 
the septic tank. I would greatly appreciate your advice 
concerning this matter. 

Illinois. PLUMBING INSPECTOR. 


To THE READER: 

We quite agree with you about the desirability of 
having the grease removed from the waste water before 
it is delivered to the septic tank ; this treatment probably 
should also be accorded to the sinks in the tavern. 
[f all of these sink wastes are run through a grease trap 
there should be no difficulty with the tank operation on 
this score whether the wastes are run direct to the tank 
from the grease traps or are discharged from the grease 





was sealed tight and I ordered same 
removed after which I found the inlet 
to the tank stopped up with paper 
thereby causing the sewer between the 
septic tank and the building to clog. 
| took a long pole and found large 
quantities of paper lodged between the 
inlet to the tank and the baffle board. 
There was a scum about 8 in. deep on 
the top of the tank and the plumber 
informed me that on previous occa- 
sions they had found large quantities ities 
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being informed that on one previous 





Sine? : | Outer 











occasion the plumber had removed 


rp ¢ ity yr . . . - ‘ 
large quantities of grease from the Fig. S—This sketch is reproduced merely to indicate the arrangement of the fixtures. 
sewer lines from the dwelling. I am 


Piping is indicated in Fig. 4 
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- est in asbestos COMPANY anmater; Penna. 








Some of the K & M Products that can 
make your place of business the Insulation 
he & Mw Products are priced right Headquarters of your community : 


and sold right eee sold only through established chan- Asbestos Pipe Insulation in sections 





nels of distribution. Pioneers for more than 60 years Asbestos Insulation in sheets and blocks 


Featherweight’ 85% Magnesia 


in the development of insulation materials and their ; 
Pipe Insulation and Blocks 


large-scale production, Keasbey & Mattison Company Asbestos Insulating Cements 


provides a complete line of asbestos and magnesia “5®*"08 Paper and Mill Board 


Asbestos Packings and Gaskets 


products that are leaders in their field. Specialized for —— er 


every requirement...the right products for each job. Asbestos Lead Joint Runners 
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traps into the regular sewer from the other fixtures. 
(See Fig. 4) 

There is one other possibility which may be con- 
tributing to the difficulty, and that is the starting up 
of the septic action in a newly constructed tank. In 
some cases this is difficult to set in motion and often it 
is necessary to obtain some of the scum from an operat- 
ing tank and add it to the new tank in order to start 
the breeding of bacteria. It seems to us that the scum 
is entirely too thick on this new tank for ordinary action 
although the grease may have something to do with 
this. 

To make a thorough job of the tank it may be nec- 
essary to provide for grease removal, clean out the 
paper and present scum and add some scum from an 
old tank. We are sure that when this is done the tank 
will operate to everyone’s satisfaction. We assume of 
course, that there is no roof water running to the tank 
and that the leeching cesspool is working satisfactorily 
as you do not indicate any trouble from this source in 
your letter. 


Testing Traps 
® Seeks method of testing steam traps to deter- 
mine if one or more are leaking 


To THE Epitor: 
I am having difficulty with steam traps which are 
leaking and passing steam into the return lines, and would 
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like to know the surest means of finding the traps which 
are leaking. Is there a device of any kind to test traps 
without letting the steam down? 

There are 50 traps on this job and the steam can be 
turned off only once a week for repairs. Steam comes 
out the vent pipe on the return pump and I am not sure 
if one or more of the traps are leaking. They all sound 
and feel the same. 


Michigan. C. M. 


To THE READER: 


There is a certain amount of re-evaporation which 
takes place when steam traps discharge the water of con- 
densation into a line at lower pressure and this some- 
times is sufficient to lead to the supposition that one or 
more of the traps may be passing steam. 

A method of testing while the trap is in operation con- 
sists of shutting down on the trap inlet long enough to 
disconnect the outlet of the trap and attach a short piece 
of hose running to some receptacle into which the trap 
may discharge. Then the inlet line is re-opened and the 
discharge from the trap is made visual so that any steam 
escaping through the trap is at once apparent. 

Ordinarily a trap discharging a large amount of steam 
will indicate this by a higher temperature of the discharge 
pipe than is observed in the case of traps functioning 
properly. As you state that all the traps sound and feel 
the same, it may be that your trouble is simply re-evapo- 
ration. 





Questions for Readers to Answer 


Almost without exception, replies to the question pre- 
sented in the March issue showed both the correct final 
answer and a correct method of solution. The question 
read: 

A boiler has the returns coming back at 160 deg. Fahr. 
and is generating steam at 2 lb. gauge. How many Btu. 
must be supplied for each pound of steam developed? 


The following answer was selected as the most suitable 
and the most complete, inasmuch as it indicated two 
different methods of solving the problem: 

If the returns are coming back at 160 deg. Fahr., the 
water supplied to the boiler must first be raised up to 
the boiling point before it can be evaporated and the 
heat necessary to accomplish this must be supplied by 
the boiler. The boiling point of water under 2 lb. gauge 
pressure is 219 deg. Fahr. and the temperature rise 
which must be made by the water before it can be evap- 
orated, therefore, is 
219 deg. Fahr. minus 160 deg. Fahr. or 59 deg. Fahr. 
As the amount of heat required to raise a pound of water 
1 degree is 1 Btu., it will require 

59 1 Btu. or 59 Btu. 
to be added to the water before it reaches the boiling 
point. 

After reaching the boiling point, the water must be 
evaporated into steam, and at 2 Ib. gauge pressure the 


latent heat is 966 Btu. per lb. Therefore, 966 Btu. must 
be added to evaporate the water, making a total of 
59 Btu. + 966 Btu. or 1,025 Btu. per Ib. 

This problem also may be calculated in another man- 
ner by using the total heat above 32 deg. Fahr. in the 
water returned to the boiler and subtracting this from 
the total amount of heat in the steam at 2 lb. gauge, as- 
surhing that the boiler must add the difference between 
the two amounts. For example: 

The total amount of heat above 32 deg. Fahr. in the 
return condensation at 160 deg. Fahr. is 128 Btu. and 
the total amount of heat in the steam at 2 lb. gauge is 
1,153 Btu.; therefore, the difference in heat content is 

1,153 Btu. minus 128 Btu. or 1,025 Btu. 
which is the same as the result previously secured. In 
the foregoing the fractions of a Btu. and of degrees 
Fahrenheit have been neglected. 


How Would You Answer 
This Question? 

A swimming pool contains 20,000 gal. of water. What 
difference in boiler capacity would result from heating 
this pool in a period of 3 hours as compared with heat- 
ing it in a period of 10 hours if the water must be raised 
from 60 deg. Fahr. to 80 deg. Fahr.? 


Answers based upon your experience, suitable, will be paid 
for and published in the July issue. 
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MILLIONS OF HOME OWNERS 
WANT Za OIL BURNER 


Because it’s cheaper in the long run 


True heating economy i 
ne ' my is not figured on th 

original price of @ burner prospects. 

operating prstetingy tae - oe can be fitted so mchnt tt | mae wa 

That's wh , € slory. rectangular boilers oe 

pontine im ee very modest __ with it for ideal na lian oe compete 

Flame Burner. g ens Rotary Wall- furnaces. The exclusive niveate aaas he 
famous Rotary Wall-Flame model pines be 


Surveys show that this Timken burner has demonstrated in a way that makes sales 


all the features most in demand among oil ——— 


No Other Burner 
Has ALL These 


Exclusive Features 


WALL-FLAME 
Blankets the heat-absorbing surfaces 
of the combustion chamber from the 
gtate-line upward, encouraging maxti- 
mum heat absorption. The flame is 
not forced into the fire-box .. . the 


ly, and 
longer life than ordinary refractories 
. . » does not deteriorate or warp. 


ONLY ONE MOVING PART 











DEALERS WANTED 


community, you can enter the oil burner business on 2 
highly profitable basis. This plan requires no capital invest- 
ment and is now in its third year of successful operation. 


For Details of This Plan WIRE COLLECT TODAY! 


Write or wire collect today for complete information on the 
Timken Franchise. Find out how Timken helps you to make 
money by financing your inventory, sales and advertising. 


Even though there is already a Timken Dealer in your 
TIMKEN SILENT AUTOMATIC DIVISION 


The Timken-Detroit Axle Company 
211 CLARK AVENUE DETROIT, MICHIGAN 





OIL BURNERS « OILBOILERS 
AIR CONDITIONING UNITS 
WATER HEATERS 
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Crane Malleable Iron Screwed Fittings help 
make your roughing-in quick, easy, sure 





Because of just a little more care on the chamfer 
a dead, cold accuracy on threads—a bead that 
a wrench bites on willingly —because there is just 
that little extra care on a dozen details, Crane 
Malleable Iron Screwed Fittings have a habit of 
roing together with the click that a good crafts- 
man appreciates. They run together right. 
Consistent accuracy and faithful attention to 
detail are the things in Crane valves and fittings 
which help you turn out good work—work that’s 
profitable because it 
means labor saved and 
rall- 


freedom from 


backs. 


You can 





order fit- 
Crane Malleable Iron 
Screwed Fittings 
Made of an iron which is tough 
and stiff enough to resist pipe 
strain but still sufficiently malleable 
to withstand shock without breaking. 
9 A product that conforms to Amer- 
ican Standards for dimensions 
and threading. 
3 Castings are smooth, both inside 
and outside. 


tings, valves, and fix- 
tures —the whole mate- 
rial bill—from a single 
source when you stand- 
ardize on Crane. Single 
responsibility, single 


shipment—real helps 


4 Accurate angle of openings as- 
sured by tapping and threading 
machines built to Crane specifications. 


toward genuinely satis- 
factory materials and , 
: Uniform thickness and density of 


sery ice. metal sections make tight fittings. 


CRA 


CRANE CO., GENERAL OFFICES: 836 S. MICHIGAN AVE., CHICAGO, ILLINOIS 
NEW YORK: 23 W. 44TH STREET 
Branches and Sales Ofhces in One Hundred and Sixty Cities 
VALVES, FITTINGS, FABRICATED PIPE, PUMPS, HEATING AND PLUMBING MATERIAL 
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Trouble— 


(Continued from Page 81) 


Fahr. certainly would never heat the full volume of air to 
200 deg. Fahr. When I asked Mr. Johnson if they were 
using high pressure steam, he said that he thought not. 


A CLUE TO THE TROUBLE 


We decided to check this, so we followed the steam 
main to the point where it entered the building. There 
we found the pressure reducing valve closed tightly, but 
the steam gauge on the low pressure side and the gauge 
on the high pressure side both registered 125 deg. Fahr. 
It was soon discovered that the valve in the bypass was 
open, putting on the full 125 lb. pressure. 

The plant superintendent came along just then. He 
remembered that early this fall they had replaced a fit- 
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Fig. 3—Air distribution with high temperatures is 
indicated diagrammatically here 


ting on one of the steam mains and that the steamfitter 
had put 125 lb. steam pressure on the system to test it. 
Evidently, he had opened the by-pass valve for this pur- 
pose and had forgotten to close it. 

The superintendent didn’t seem to think that carrying 
a pressure of 125 lb. instead of 2 lb. could make their 
system fail to heat the floor. Rather, he reasoned, the 
higher the steam temperature, the more heat the heaters 
should give out and the better results they should obtain. 

I explained to him that most unit heaters are designed 
to deliver their best results when the outlet discharge 
temperature is about 70 deg. Fahr. higher than the inlet 
temperature. As the outlet temperature increased above 
this point, more and more difficulty is experienced in 
driving the air down to the floor. With a discharge tem- 
perature of 200 deg. Fahr. his heaters could drive the air 
only down to the 7 ft. level, which explained why their 
floors were drafty. 
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GIVE YOUR CUSTOMERS’ PLUMBING 
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@ You can offer your customers 


these Crane fixtures as powerful re- 






juvenators for the “middle-aged” 






@VENHSLI 


a: 
| nit 





bathroom and lavatory. They're 
what your customer wants to bring 
youth and beauty to dwellings that 


are past their prime. They back up 





their smart appearance by new, efh- 
cient convenient operation, econom- 
ical maintenance, long life. 

Crane supplies every variety of 
brass fittings for the equipment of 


every plumbing fixture. If your cus- 





oN Se ee ee ee eee 


tomers’ lavatories. tubs. closets and 


ia 


aS 


sinks are still in good condition, 


i 





their “working parts” can be re- 





placed with modern. efficient trim- 





ming —faucets, wastes, valves, traps. 
Highest quality brass is used, heavily 
plated in durable chromium. 

This is the time of year to help Closed 
customers renew the life of their ight 
plumbing. They're waiting for your 
call... and with Crane brass you've 


rot the goods they want. 





Attend the N.A.M.P. Convention, Buffalo, 


June 22 to 25. Visit the Crane Co. exhibit. 








FREE... .« Brass Display Stand 
Send this coupon for details! 
(rane Co., 836 8S. Michigan Ave., Chicago. 


Centlemen: Please send complete details on how I can 


obtain —absolutely free—a modern, new brass fixture CRANE CO., GENERAL OFFICES: 836 SOUTH MICHIGAN AVE., CHICAGO, ILLINOIS 
display stand. D. E. 5-36 
NEW YORK: 23 WEST 441TH STREET 
Name 
{ddress Branches and Sales Offices im One Hundred and Sixty Citia 
(ity Sate 





VALVES, FITTINGS, FABRICATED PIPE, PUMPS, HEATING AND PLUMBING MATERIAL 
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Solvent 


may Save Hours of Digging 


\WW/HENEVER you get a trouble call 
because of clogged drainage or cess- 
pools, give San Solvent a trial. 


San Solvent is a super-strength chemical 
for opening clogged or sluggish drains—for 
providing efficient treatment for cesspools, 
seepage pools and filter beds that have 
become clogged from over-loading or long 
service. It dissolves and liquefies grease 
and other organic matter. In thousands of 
cases it has saved hours of tedious work. 


San Solvent is packed in 25-pound drums 
or in 5-pound cans packed six cans to the 
carton. Stocked by leading wholesale dis- 
tributors at most jobbing centers. 


SAN-EQUIP INC. 
605 E. Brighton Ave. Syracuse, N. Y. 


- - - Sell these other 
San-Equip Products 


Drain Pools 


Tollet Seats 


Master Septic Tanks 
Vertical Septic Tanks 


Septic Toilet Systems 
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WRITE FOR INFORMATION 
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This explanation did not seem to impress the superin- 
tendent very much, so we returned to the heater where 
we had made our previous observations and took more 
temperature readings. We found them to be as follows: 

6 in, above the floor 45 deg. Fahr. 

5 ft. level 60 deg. Fahr. 

Center line of heater and on the inlet side 90 deg. Fahr. 

Ceiling 95 deg. Fahr. 

Discharge temperature 200 deg. Fahr. 

When we closed the valve in the bypass around the 
pressure reducing valve, the steam pressure soon dropped 
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Fig. 4—When the temperature of the air was re- 
duced on this job, which was designed originally 
to handle low temperature steam, normal distribu- 
tion similar to that indicated here was obtained 


to 2 lb. We waited until after lunch and read the tem 
perature at the same points as before, with these results 
(Fig. 2): 

6 in. above the floor 60 deg. Fahr. 
' 5 ft. level 64 deg. Fahr. 

At heater inlet 70 deg. Fahr. 

Ceiling 75 deg. Fahr. 

Discharge temp. 130 deg. Fahr. 


ANALYSIS IS CORRECT 


Shortly afterwards the heaters stopped running, be 
cause the temperature around the thermostat had risen 
to 65 deg. Fahr. This impressed the superintendent be 
cause he had insisted they would not stop on a day as 
cold as that one was. These new temperature readings 
convinced him that they would obtain better results with 
2 lb. steam than with 125 Ib. steam. He then brought 
up their increased steam consumption. As soon as | 
called his attention to the fact that dropping the steam 
pressure to 2 lb. had decreased the ceiling temperature 
20 degrees he saw why their steam bills had been highe: 
than they should be. 

Before we left, the superintendent himself set the the: 
mostat down to 60 deg. Fahr. and promised to let us 
know later how his system is operating. 

I neglected to mention that fortunately the heaters and 
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the traps on this job were built to stand 125 Ib. pressure. 
Very truly yours, 
Earl Brown. 
This letter came to the office later: 
Dear Mr. Brown: 
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I'm glad to write that since we lowered our steam | 


pressure to 2 lb. our heating system has been very satis- | 


factory and our steam system has been down to what it 
was for last year when we had comparable weather. 

| wish to thank you for your assistance. We will 
take care not to repeat that mistake. 

Yours truly, 
H. W. Mohr. 
| replied: 
Dear Mr. Mohr: 

Many thanks for your letter. I don't know why I 
failed to mention it when I was in Owasso, but a very 
good way to prevent a recurrence of your trouble is to 
have Mr. Johnson install a 34 in. pop safety valve, set 
at 10 lb. on the low pressure side of your pressure reduc- 
ing valve. Then if the pressure in your heating system 
goes beyond 10 Ib. for any reason at all, this pop safety 
valve will let you and everyone in your plant know that 
something is wrong. 

Very truly yours, 
Earl Brown. 

Mr. Mohr wrote that he had the pop safety valve in- 
stalled and that he opened the bypass valve a little to see 
what would happen. In only a few minutes the whole 
plant knew about it. 


COMMENTS IN GENERAL 


The above correspondence is practically self-explana- | 


tory. However it might be worth while to point out that 








when high pressure steam is to be used for heating, it is | 
a good plan to reduce its pressure to from 2 Ib. to 15 Ib. | 


hefore it is used on the heaters. With steam at this 


pressure, the discharge temperature is kept within rela- 


tively low limits and the heated air will reach the floor, as 
shown in Fig. 4. Because of this the floor temperature 
and the ceiling temperature will be reasonably close to 
the temperature at the 5 ft. level. 

Another wise precaution is to install a small pop safety 
valve on the low pressure side, set a few pounds higher 
than the desired pressure. 


PROVISION FOR HIGH PRESSURE 


If, for some reason, the steam pressure cannot be re- 
duced, then the full steam pressure may be used on the 
heaters. However, the discharge temperature will be 
excessively high and the best results will not be obtained. 
(See Fig. 3.) With this arrangement, it is advisable 
to allow for the excessively high outlet temperature by 
selecting the heater on the basis of its rating at 10 Ib. 
pressure and by setting the heater lower than usual in 
order that the stream of hot air will come as close to the 
floor as possible. 
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San-Equip MASTER TANK 


is the Septic to Sell... 


NLY the San-Equip Master Septic Tank 
offers the dealer these worthwhile advan- 
tages: Safer, more dependable disposal. Fewer 
trouble jobs. Easier installation, less digging. 
Easier servicing if ever required. And a real 
profit on every septic job. 


Many exclusive features, easy to explain, 
make the Master Tank easier to sell. For 
example, the new top intake greatly reduces 
the danger of clogging—automatically traps 
and vents the house line—provides access to 
intake baffle without digging. This means 
more dependable disposal—and that is what 
your prospects want to buy. 


These features are found in no other tank. 
They cannot be offered by cut-price compett- 
tion. The Master Tank has brought back 
profit to septic tank sales. 


If your regular jobber does not stock Master 
Tanks, ask us to ship from nearest stock on 
approval, billing later as you instruct. A 
special descriptive booklet to help you sell 
Master Tanks mailed on request. 


SAN-EQUIP INC. 
605 E. Brighton Ave., Syracuse, N. Y. 
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Passable results will thus be obtained, | 


but the system will be wasteful because it will condense | 


steam on the basis of its rating for high pressure steam, 


but will deliver effective heating only on the basis of its | 


lO Ib. rating. 


The difference in these two ratings is | 


wasted in overheating the ceiling, as shown in the illus- | 


tration marked Fig. 3. 


| 


San-Equip Products 


Vertical Septic Tanks Drain Pools 


San Solvent Tollet Seats 


Septic Toilet Systems 


WRITE FOR ON ALL ITEMS LISTED 


INFORMATION 
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Central Supply Meets 


® Members, at spring meeting, see time as right for aggressive 
march forward by the industry—Revised story of “ Air Con- 
ditioning with Radiator Heat” presented 


“The day of hope of better business 
has passed and the day of assurance of 
better business is at hand,” said M. J. 
Beirn in his address before the spring 
meeting of the Central Supply Assn. 
held at the Morrison Hotel, Chicago, 
April 22-23. This statement was more 
or less characteristic of the general 
feeling of optimism which prevailed 
among the many members and guests 
present at the meetings. 

Events of the session included an ad- 
dress on pending legislation in Con- 
gress to amend the anti-trust acts, by 
Representative Wright Patman of 
Texas; the presentation of the sales 
story for “Air Conditioning with Radi- 
ator Heat” in revised form by W. J. 
Spillane, sales manager, James B. Clow 
& Sons; and a discussion of the radiator 
heating campaign and of merchandising 
on the part of the contractor-dealer by 
J. Lawrence DeNeille, president, Heat- 
ing, Piping and Air Conditioning Con- 
tractors Assn. The remarks of M. J. 
Beirn, vice president-general manager, 
American Radiator and Standard San- 
itary Corp., referred to above, were 
made at the conclusion of his talk on 
the general outlook for business in the 
plumbing and heating industry. H. C. 
Yelton, president of the association, 


presided. 


Patman Speaks 

The Thursday afternoon session, which 
was the only open session of the meet- 
ing, was preceded by business sessions 
held Wednesday morning and afternoon 
and Thursday morning, at which time 
committee reports were presented, and 
the subjects of state and local credit 
bureaus, abuse of the showroom privi- 
lege, cash discount terms as well as 
other pertinent matters were taken up. 

The first speaker at the Thursday 
open session was Representative Pat- 


man, who was introduced by W. E. 
Price, past president of the association. 
In his discussion of pending legislation 
to amend the anti-trust acts, he de- 
scribed in some detail the provisions 
of the Robinson-Patman bill, which, he 
stated, undoubtedly would be voted upon 
at this session of Congress. This bill, 
according to Representative Patman, 
provides an added safeguard against 
monopoly and would forbid special buy- 
ing privileges for any class of business. 

“Contrary to isolated belief,’ Repre- 
sentative Patman stated, “the measure 
does not compel manufacturers to raise 
prices charged to corporate chains or 
any of their customers. But it does 
demand that manufacturers give inde- 
pendent merchants the same rights and 
privileges now granted to such chains. 
This will result in keener trade com- 
petition and greater consumer savings. 


of the grocery business today is done 
by 50 per cent of the units, while 40 
per cent is done by corporate chains 
He stated that in areas where chains 
operate, 80 per cent of the grocery busi- 
ness is done by chains. He indicated 
that other lines of retail distribution 
either now are or will eventually follow 
a Similar trend unless some action is 
taken and that this same trend might 
one day make itself felt in the plumb- 
ing and heating industry. 


Price Provisions 

Mr. Patman stated that the bill as- 
sures that the same prices be given to 
independents, or groups of independ- 
ents, as are given to corporate chains 
when the independents purchase the 
same quantity of goods under the same 
conditions. 

“The wholesaler or broker under this 
law will benefit to the extent he can 
render a service at a lower cost than 
anyone else,’ said Mr. Patman. “Some- 


one must continue to render the serv- 
ice provided by the wholesaler, no mat- 
ter what name you give him.” 

question of 


On the quantity lim 





Speakers at the meeting included, left to right: 


Representative Patman 


of Texas; W. J. Spillane, James B. Clow & Sons; J. Lawrence DeNeille, 
president, Heating, Piping and Air Conditioning Contractors National 
Assn.; and M. J. Beirn, American Radiator & Standard Sanitary Corp. 


It gives small independents equal ad- 
vantage with all competitors. 

“I feel there is a danger of monop- 
oly,” said Mr. Patman at another point. 
“Unless something is done, the day of 
the independent merchant is done.” 

According to Mr. Patman, 20 per cent 


92 


its he stated that the situation here 
probably would be comparable to the 
carload limits set by the Interstate 
Commerce Commission on railroad ship- 
ments. This bill provides, according to 
Mr. Patman, that if the Federal Trade 
Commission decides that only a few 
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concerns are getting the benefit of quan- 
tity price, and there is a trend towards 
monopoly, then it may be necessary to 
set a quantity limit. This step, he as- 
sured, can not be taken unless there is 
danger of monopoly. 

With reference to providing the con- 
sumer with goods at the lowest pos- 
sible price, he stated that prices should 
be just as low as is possible after pro- 
viding a fair return to the producer of 
the goods, the labor processing the 
goods, and the distributors who distrib- 
ute the goods. 


Talks on Radiator Campaign 

The history of the proposed plan to 
popularize “Air Conditioning with Radi- 
ator Heat” was given by W. J. Spillane. 
In tracing the plan from its inception 
by the Chicago Master Steamfitters’ 
Assn. down through its current trial in 
Chicago, Mr. Spillane told of the mass 
meetings held for heating contractors, 
architects, builders and engineers in 
Chicago last month. He stated that be- 
cause there was some criticism of the 
sales story as presented at the meet- 
ings, the original sales manual was re- 
turned to New York for revision. 

A premiere showing of the campaign 
as revised was then given by Mr. Spil- 
lane, slides depicting the contents of the 
manual being thrown on the screen. 

It is noticeable that in the new ver- 
sion air conditioning is given more 
prominence and is tied up more def- 
initely with radiator heat. -Among the 
added features of the new presentation 
observed were a discussion of humidi- 
fication as attainable with radiator 
heating, the advantages of radiator heat 
in preventing air stratification and the 
advantages of air cleansing—readily ob- 
tainable with radiator heat—in reducing 
laundry and decorating bills. 

Also it is pointed out in the story that 





Left, 

Plumbing 

Bureau; right, W. E. McCollum, sec- 
retary, Central Supply Assn. 


Radder, 
Heating 


secretary, 
Industries 


Norman 
and 


when an air conditioning unit is used 
in connection with radiator heat, each 
unit of the system can function inde- 
pendently of the others. | 
Concluding the presentation, Mr. Spil- 
lane stated, “I hope you will all recog- 
nize that there has been a real improve- 
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ment in this story and recognize it as 
a baby which must grow. 

“Here is an opportunity to back a 
program which is going to help us get 
a greater per cent of the consumer's 
dollar for the radiator heating in- 
dustry.” 

The merchandising aspects of the cam- 
paign from the viewpoint of the con- 
tractor-dealer were given by J. Law- 
rence DeNeille, president Heating, Pip- 
ing and Air Conditioning Contractors’ 
National Assn. 

“Today we have what is known as 
the National Bureau of Heating and Air 
Conditioning, which is the contribution 
of manufacturers, jobbers and contrac- 
tors to the industry,” stated Mr. De- 


Neille. “This is a powerful organiza- 
tion and has wonderful possibilities if 


it receives ample support from the in- 
dustry members. This bureau is mak- 
ing a real effort to provide the ways 
and means of selling ‘Air Conditioning 
with Radiator Heat.’ It has a sound 
sales story—one which needs only en- 
thusiasm and perseverance by our in- 
dustry. 

“After the showing of the film before 
contractors and the wholesalers’ and 
manufacturers’ salesmen in the Chicago 
area, there arose a demand that the por- 
tion of the film devoted to air condition- 
ing should be expanded. The film you 
are seeing today is a revision which we 
believe accomplishes this objective in a 
way which will be satisfactory to every- 
one interested in this campaign. 


Other Sales Aids 


“In addition to the film and the book 
which were used at the Chicago meet- 
ings, the sub-committee on copy, with 
the cooperation of the Chicago commit- 
tee, has developed a sales manual in 
question and answer form, which will be 
used in Chicago. Also, work is going for- 
ward on direct mail pieces and a con- 
sumer book which are intended for use 
in this area. 

“Our experience with the effectiveness 
of these items in Chicago will guide 
the committee in its preparation of ma 
terial for use in the national campaign 
which we hope will grow out of this 
Chicago campaign. 

“Our membership is awake to the 
necessity of merchandising radiator 
heat——not as a load of boilers, radiators, 
pipe and fittings—-but as a heating sys- 
tem designed and installed for health- 
ful comfort. The public is air condi- 
tioning minded and we must include with 
our radiator heat proper air condition- 
ing for those who desire to buy it. We, 
as an industry, must cater to the public 
wants if we are to continue in 
ness.”’ 

The second portion of Mr. DeNeille’s 
address was devoted to the functions 
of the merchandising contractor in re 


busi- 


Q3 
lation to the rest of the industry and 
to the costs of merchandising by the con- 
tractor-dealer. He stated that the mer- 
chandising contractor is entitled to an 
adequate differential as compensation 
for the merchandising services he per- 
forms in demand for equip- 
ment, building good will for the manu- 
facturer, supplying engineering experi- 
ence in the proper assembling of 
diverse products and combining them 
into a balanced installation, guarantee- 
ing the successful operation ofthe en- 
tire installation, including the parts 
contributed by each manufacturer and 
success- 


creating 


supervising and servicing the 
ful operation of the equipment after it 
is installed, thereby assuring continuing 
will for the Mr. De- 
listed mer- 
which must be met by mer- 


good products. 
Neille 


chandising 


among the costs of 


chandising contractors: salesmen’s sal- 
aries and commissions, advertising ex 
pense and maintenance of an attractive 
showroom. 


Building Prospects 

Referring at the outset of his address 
to the remark on building construction 
which he had made before the associa 
April, 1935, at which time he 
building gains, M. J. Beirn 
more optimistic regarding 
build- 
industry is concerned, 


tion in 
predicted 
said: “I am 
ultimate 
ing construction 


recovery, so far as the 


than I was a year ago.’ 


Delving into the figures behind this 
statement, Mr. Beirn stated: “In 1925 


and 1928 the value of contracts awarded 
buildings was about $2.,- 
1932, 1933 and 1934 this 


figure was less than 10 per cent as great 


for residential 
$00,000,000. In 


and in 1935 it was only 17 per cent as 
great. 

“Since 1875 there have been onlys 
three major building cycles. The first 


was from 1878 to 1900, or twenty-two 
vears; the second was from 1900 to 
1918, or eighteen years; and the third 
was from 1918 to 1933, a _ period ot 


fifteen years. 
latest 
ties sank to the gutter: 


“In its decline building activi 
they went even 
Want to 
that 


if history holds to its principles and fol- 


further than that. tut what I 


point out to you at this time is 


lows its usual pattern it will be many 


again 
1932 


want to emphasize that 


before building activity 


depths it 


years 
strikes the 
and 1933 and I 


sounded in 


the years immediately ahead point up- 
ward. 

“We should not lose sight of the fact 
that population of our 
country about 1,700,000 


people or the equivalent of about 425,000 


each year the 


increases by 


It has been estimated that at 
400.000 


families. 


least new dwelling units are 
needed 
which have fallen into decay or which 


have been destroyed by fire. In other 


every year to replace those 
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words, about 800,000 dwelling units a 
year are needed in our country if we 
are to maintain our standards of living. 
These increases do not take into con- 
sideration the tremendously important 
question of sub-standard housing exist- 
ing today, which reliable statistics indi- 
cate amount to several million homes. 

“In the year 1935 not more than 
100,000 dwelling units were erected or 
about one-eighth of what should have 
been built and remember, gentlemen, 
that these 1935 figures were almost 
twice as great as those of 1932, or 
1933, or 1934. 

“All of the factors influencing build- 
ing activity are in a favorable position 
today. Rental values are reaching a 
point where they will yield a fair re- 
turn on the money invested in new 
buildings and mortgage money is also 
available to people who want to build. 

“The weekly income of industrial 
workers in July, 1932, was only 61 per 
cent of what it was in 1923, while the 
rent they paid was 72 per cent as great 
as it was in 1923. It would appear quite 
evident that if one’s income drops 39 
per cent, it becomes quite impossible to 
pay a rent which has fallen only 28 
per cent. This picture is now com- 
pletely reversed. The industrial worker 
is today getting 86 per cent as much as 
he received in 1923, but his rent is only 
74 per cent as great. This fact to my 
mind is perhaps the most important of 
all the favorable conditions which the 
building industry enjoys today. 

“In considering the general outlook 
for business in our industry we must 
not overlook the fact of replacement 
and modernization work. As a result of 
the decline in residential building which 
began in 1928 and was accentuated by 
the crisis in general business conditions 
in 1929, modernization, now a common 
term in the building industry, suddenly 
began to be mentioned. Under the dic- 
tates of economic necessity the possi- 
bilities of making more livable, houses 
that had already been built began to 
receive attention. The result was an 
adaptation of both products and sales 
methods to reach a new market. It was 
this adaptation that created a positive 
potentiality for the modernization 
movement sponsored by the Federal 
Housing Administration. ... 

“Taking into consideration current 
activities surrounding new building 
construction and the possibilities for 
increased business awaiting us in the 
modernization market, I feel justified in 
saying that the day of hope of better 
business has passed and the day of as- 
surance of better business is at hand.” 

At the conclusion of the meeting Nor- 
man Radder gave a brief talk describing 
the activities of the Plumbing and Heat- 
ing Industries Bureau. 
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Left to right: B. E. Adams, Adams Engineering Co., Chicago; M. F. May, Young 

Radiator Co., Racine, Wis.; Frank P. Harbin, Anchor Post Fence Co., Oil Burner 

Div., Baltimore, Md.; G. Harvey Porter, Oil Burner Institute of New York; and 
J. T. McKenzie, Electrol, Inc., Clifton, N. J. 


O.B. I. Meets and Exhibits 


® Detroit is scene of annual convention of Oil Burner Institute 
and Twelfth National Oil Burner Show—Dealer day is 
important part of program—Merchandising and market 


analysis discussed 


W. F. Brannan was elected president 
of the Oil Burner Institute for the com- 
ing year to succeed W. J. Smith, during 
the annual convention of the Institute, 
which was held coincidental with the 
Twelfth National Oil Burner Show in 
Detroit from April 14 to 18. This oc- 
curred during the meeting of the board 
of directors, at which time G. Harvey 
Porter was reelected managing director 
and secretary and C. F. Curtin assistant 
secretary. 

As for the Oil Burner Show this rated 
as the largest thus far held, as far as 
the number of exhibits were concerned. 
The space taken for the show in Con- 
vention Hall was 90 per cent sold for 
exhibit purposes. 

Through the medium of the Detroit 
newspapers, over Detroit radio stations, 
and by the use of a sound truck, the 
show was publicized to the Detroit area. 
A large percentage of the manufacturers 
showed items that ,were new, while 


some of the booths showed items which 
were first exhibited in January in Chi- 
cago. 

The new directors of O. B. I. who 
were elected are: A. F. Reif, Reif-Rex- 
oil, Inc., Buffalo, N. Y.; J. C. Johnson, 
S. T. Johnson Co., San Rafael, Calif.; 
F. H. Van Blarcom, Lynn Products Co., 
Lynn, Mass., and J. J. Nance, Delco- 
Frigidaire Conditioning Co., Dayton, O. 

The officers of Oil Burner Institute, 
therefore, are as follows: president 
W. F. Brannan, Anchor Post Fence Co., 
Baltimore, Md.; vice presidents—M. F. 
Cotes, Motor Wheel Corp., Lansing, 
Mich.; M. A. Powers, Timken Silent Au- 
tomatic Co., Detroit, Mich.; J. J. Don 
ovan, General Electric Co., Bloomfield, 
N. J.; E. P. Bailey, National Airoil 
Burner Corp., Philadelphia, Pa.; Earl 
Marr, Westinghouse Electric Supply Co., 
New York; managing director, secre- 
tary and treasurer, G. Harvey Porter, 
Oil Burner Institute, New York; assis- 





Left to right, top row: Arthur W. Clark, Davis Engineering Corp., Elizabeth, N. J.: 
Allen Putt, Detroit Lubricator Co., New York, N. Y.; W. M. Dillon, Watts Regulator 
Co., Lawrence, Mass.; W. A. Webster, May Oil Burner Corp., Baltimore, Md.; J. R. 
Hilton, Adams Engineering Co., Chicago; Chas. A. Reif, Reif-Rexoil, Inc, Buffalo. 
N. Y. Bottom row: Joseph Murphy, Taco Heaters, Inc.. New York City; J. G. Chap- 
man, Motor Wheel Corp., Lansing, Mich.; Kenneth L. Mytinger, Fitzgibbons Boiler 
Co., New York City; Harry Thompson, H. A. Thrush & Co., Peru, Ind.; E. J 
Enoch, Jr., Gilbert & Barker Mfg. Co., Springfield, Mass.; and O. K. Gipple, Nu-Way 
Corp., Rock Island, Il. 
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THE Nu-BIDET is the newest and 

greatest improvement in bathroom 
fixtures in the past twenty-five years. 

The Nu-Bidet is a thoroughly modernized Sitz 
path... and more. It has four distinct uses: 


Sitz Bath for personal hygiene and treatment of 


rectal disorders. 








Spray for same purpose and for feminine hygiene. 
Attachment for douche and enema entirely elim- 
inating the old rubber bag method. 
The Nu-Bidet isa complete unit of toilet seat, 
bidet and lid. It replaces the regular toilet seat 
and lid; is equipped with hot and cold water; 
completely installed on any standard toilet in 
two hours. 

[Phe Nu-Bidet is as necessary to personal hy- 
giene as a tooth-brush or the bathroom itself. 
It isan excellent and extremely smart bathroom 
accessory both for new building and remodelling 
jobs. | he roster of the finest homes, hotels and 
hospitals which have ordered the Nu-Bidet, is a 
cross-section of the “Who's Who of America?’ 

‘The Nu-Bidet is as new as the latest edition 
of your newspaper and contains just as much 
news, from a human interest standpoint. It will 
give you the reputation of offering the best of 
the new things first. ‘Io this you may add the 
advantage of selling a totally non competitive 
accessory, at a moderate price with substantial 
profit to you. It will convert the ordinary bath- 
room into one that is thoroughly hygienic. 

Return the coupon right now while you are 
thinking about it and full information will be 
sent. No obligation. 


a a Ba 


KLEENSAN CORP., 641 PARK AVE... NEW YORK, N. Y¥. 
Please send me full information regarding the Nu-Bidet 


. 
}: 
a 





Name 
\ddress 


City and State 











(BEE-DAY) 


MLEENSAN CORPORATION + 341 Park Avenue - New York 
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Left to right, top row: A. F. Herske, American Radiator Co.. New York City; 
Clarence E. Pullum, Bell & Gossett Co., Chicago; John L. Lehmann, Waterfilm 
Boilers, Inc., Jersey City, N. J.; E. A. Vallee, Automatic Products Co., Milwaukee, 
Wis.; J. Balter, Burnham Boiler Corp., Irvington, N. Y.; Geo. P. Gregory, Preferred 
Utilities Mfg. Co.. New York City. Bottom row: Paul K. Addams, Fitzgibbons 
Boiler Co., New York City; Harry F. Tapp, Gilbert & Barker Mfg. Co., Springfield, 
Mass.; C. F. Curtin, Oil Burner Institute; M. S. Lake, R. L. Spitzley Heating Co.., 
Detroit, Mich.;: J. L. O’Brien, Cleveland Steel Products Co., Cleveland, Ohio; and 
J. H. Van Sciver, Bethlehem Foundry & Machine Co., Bethlehem, Pa. 


tant secretary-treasurer, C. F. Curtin, 
Oil Burner Institute, New York. 

Pursuant to the plans of Oil Burner 
Institute to recognize the various do- 
ings of the industry so that the prob- 
lems of each may receive intelligent 
attention, group committees for domes- 
tic burner manufacturers, industrial 
burner manufacturers and manufac 
turers of distillate burners were ap- 
pointed. They are as follows: Domestic 
Burners: J. J. Donovan; A. J. Fleisch- 
mann; J. J. Nance, Delco-Frigidaire 
Conditioning Corp., Dayton, 0O.; C. N. 
Lockwood, Nu-Way Corp., Rock Island, 
Ill. and R. G. Whipple. 

Industrial burners: EK. P. Bailey; J. 
H. O’Brien and J. C. Johnson. 

Distillate Burners: M. F. Cotes and 
FE. H. Van Blarcom. 

Resolutions were adopted by the 
board greatly strengthening the trade 
practices of the Oil Burner Industry. 


Plan for Original Contact 

Another step taken in the organiza- 
tion of Oil Burner Institute, in order to 
facilitate its operation, was the adop- 
tion of a plan of original organization. 
The new board of directors authorized 
Mr. Porter to study and adopt at the 
earliest possible date, this plan for orig- 
inal contact. It is estimated that the 
country will probably be divided into 
ten regions, or less, with one member 
of the Institute appointed to represent 
the Institute and its program in each 
of the major marketing areas. 

On Wednesday afternoon, there was 
called a meeting of the associate mem- 
bership for the purpose of setting up 
an Oil Burner’ Institute Associates 
Group Committee. This meeting was 
rlaced under the temporary chairman- 
ship of W. R. Rich of the American 
Radiator Company. 

Tuesday, April 16, was designated 
Dealer Day. After opening this session, 
Mr. Porter introduced T. L. Bernard 


of N. W. Ayer & Son, Detroit, 
who read a paper entitled “Market 
Analysis.” In part, Mr. Bernard said: 
“We may now look ahead from six to 
nine years of rising building activity. At 
the present time, cities under 100,000 
are carrying the biggest volume of new 
construction but shortly the _ larger 
cities will have to catch up.” 

Mr. Bernard continued: “However, in 
my opinion, the great opportunity lies 
with the homes that are now built. In 
the section of Detroit where I live, 
more than 50 houses have been built in 
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the last year. There is not an old home 
owner in that territory who, watching 
these new homes go up with their in- 
sulation, air-conditioning, steel con- 
struction and other modern features, 
has not observed with reluctance the 
obsolescence which this new construc. 
tion is forcing on his present residence. 

“A home is an investment. The finan- 
cial course of the earner in the last sev- 
eral years has made us all more consci- 
ous of our investments and the need 
for protecting them. Every home owner 
today must become conscious of the de- 
preciation of his investment created by 
these new devices. 

“Modernization is the only answer. 

“Prior to 1930 there was no great 
drive on home owners to change their 
thinking about the requirements of an 
ideal home. True, the introduction of 
electrical refrigeration had added 
greatly to home convenience but this 
was not a fundamental change such as 
was air-conditioning. Now, with the in- 
troduction of air conditioning, the 
whole basic structure of a home becomes 
different. Then, along came modern 
houses, forsaking the old standards 
which were largely the outgrowth of 
log cabin days and designing a home 
from the standpoint of convenience of 
operation. 

“All of this is making your job 
easier. The way has been better pre 
pared for you than ever before.” 





Top row, left to right: J. W. Pauling, A. H. Lockrae and C. W. Doolittle, all of 
Minneapolis-Honeywell Regulator Co., Minneapolis, Minn.; J. J. Munro and Thoma: 
O. Lanphier, H. A. Thrush Co., Peru, Ind.; and W. J. McGoldrick, Minneapolis- 


Honeywell Regulator Co. Minneapolis, Minn. Center row: A. 


Erickson of 


Chicago, A W. Barr of Boston, W. K. Stauffer of New York and J. N. Derby of 
New York, all of The Mercoid Corp., Chicago; Wm. G. Boales, Detroit; Jack 
McDonnell, Bruce Adams of Chicago and Dewey Long of Detroit, all of McDonnell 
& Miller, Chicago. Bottom row: J. L. O’Brien, Cleveland Steel Products Co., Cleve- 
land, Ohio; N. Feldman and R. P. Johnston of the Philadelphia office of 5S. T. 
Johnston Co., Oakland, Cal.; C. H. Teasdale and C. H. Antrim, Teasdale Mfg. Co.. 
Grand Rapids, Mich.; F. W. Stierhoff, Syncro-Flame Oil Burner Corp., Hartford. 
Conn.; and H. L. Mohn, Fitzgibbons Boiler Co., Oswego, N. Y 
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Texas Wholesalers Meet 


® Business gains, manufacturer-wholesaler-dealer relations and 
utility merchandising are among topics discussed 


A general increase in business in all 
sections of the state was reported by 
members at the state meeting of the 
Wholesale Distributors’ Assn. of 
Texas, held in Dallas on March 20 and 
21. The general trend of the whole 
meeting was to strengthen the ethics of 
the wholesalers in the state. <A _ fea- 
ture of the gathering was the address of 
Pres. C. A. Dunlay, Dunlay-Armand Co., 
Houston, made at the luncheon held on 
the first day of the session, in which 
he discussed manufacturer-wholesaler- 
retail-consumer relations. 

The plumbing and heating division of 
the meeting was presided ovenaby I. L. 
Nihell of Dallas. Mr. Nihell made a 
strong appeal to the Texas wholesalers 
to take advantage of the current in- 
crease in business, to forget selfish- 
ness, and to look to the betterment of 
the plumbing and heating industry as 
a whole. 


Dunlay Talks 

The address of Pres. C. A. Dunlay at 
the luncheon meeting resulted in con- 
siderable comment, and copies of Mr. 
Dunlay’s address were sent to all mem- 
bers of the association and to all mem- 
bers present. “We feel that as an as- 
sociation we have made a big step to- 
ward bringing wholesalers together and 
toward promoting the realization that 
we have many common problems. * 
said Mr. Dunlay. 

Commenting on the increasing num- 
ber of lines being handled by whole- 
sale houses, Mr. Dunlay said: “We 
have in Texas a large number of whole- 
sale houses, each carrying a wide range 
of merchandise. If we, as jobbers, would 
concentrate in our particular field and 
not attempt to get into the jobbing of 
every kind of merchandise, I feel that 
the wholesaling business would be ele- 
vated. 

“ . Going into the subject of how 
we can increase the volume of 
sales, I think we should encourage our 
independent dealer-customer to: keep 
his store or shop clean, attractive and 
well-arranged; keep his prices promi- 
nently displayed on his merchandise; 
advertise quality merchandise and talk 
quality merchandise; be fair and rea- 
sonable in his markups and courteous 
to his customers; and be active in lo- 
cal affairs.”’ 

The afternoon discussion on March 
20 included an open meeting for a dis- 
cussion of public utility merchandising. 
H. E. Dill of the Texas Retail Furni- 
ture Dealers’ Assn. gave a resume of 
what had been done toward getting a 


our 


public utility merchandising bill passed 
by the next Texas legislature. Master 
plumbers were represented at this dis- 
cussion by W. H. Kuhn of Dallas, presi- 
dent of the Associated Master Plumb- 
ers of Texas, Inc. 

At a meeting of the board of direc- 
tors on March 20, it was decided that 
the quarterly meetings of the associa- 
tion would be changed to semi-annual 
meetings and the next meeting was set 
for Sept. 11, 1936, in Galveston, Tex. 


Radiator Story 


® Sales story for “Air Condi- 
tioning with Radiator Heat” 
presented at N. ¥. meeting 


“Air Conditioning with Radiator 
Heat” was the subject of a meet-ug 


sponsored by Hoffman Specialty Co. at 
the Yale Club, New York City. on April 
14. Present at the meeting 
resentatives of manufacturers, 
salers and the trade press in the metro- 
politan area of New York City. 

After welcoming the visitors, Potter 
Bowles, president and treasurer of 
Hoffman Specialty Coa., 
George N. Wallace, advertising 
sentative, who spoke in the place of 
Guy Hutchinson, who was unable to be 
present because of illness. 

Mr. Wallace outlined the sales story 
on the advantages of radiator heating 
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whole- 


introduced 
repre- 


97 


radiator 
National 
and Air Condition- 
outlined in the 
ko NGINEERING. 


and of air conditioning with 
heating as compiled by the 
Bureau of Heating 
ing. This story 
April 
He illustrated his talk with slides which 
gave the story in a comprehensive and 
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interesting form. 

The meeting then adjourned to the 
banquet hall where a dinner was 
served, during which the guests wit- 


nessed several acts of entertainment. 
Frank Gaylord, 
ager of Hoffman Specialty Co., 


western sales man- 
acted as 


master of ceremonies. 


N. E. Golfers Meet 


The New England Metal Products 
Golf Assn. held its meet of the 
year at the Charles River Country Club 
Climate made to order for 


first 
on April 22. 
rolf greeted the participants and made 
enjoyable. 

Prize and their were 
as follows: M. S. Lynch, 91-10-81; J. G. 
Ross, 91-8-83; Robert McKeown, 89-6-83; 
Kk. B. Lane, 91-4-87; 
104-16-88., 


the day doubly 


Scores 


winners 


and Stanley Cody, 


Among the cards turned in were the 


following: 


> (‘ody 


Frank Johnson ... wean 116-14-102 
J. Millihen eee ee se eee 1N6-12- 94 
Wm. Bennett — »eeeee 1LL3-23- 9O 
Roger Pope .... 124-16-108 
M. A. Lynch amd .. 91-10- 81 
J. Mullin rere rT rT Tor. er 109-20- 8&9 
Seva tavan6eeensdeeeeaena 128-24-104 
Robert McKeown .....-ccceces S9- 6§- 83 
M. Dennison ..... theta vaeseen Ce ae 
i, De BD 6a b6 6600600660008 00 DE Ot ae 
M. Chamberiainmn ..cccccces 111-19- 92 
Wm. Weis .. 125-24-101 
Arnold Abbott ...... 114-14-103 
 Keglestone 114-22- 92 
Warner Day , 93 3- 90 
John Ross . - 9] §. 3 
(;. Gelshehan 114-21- 93 
(;eo. Elliott 118-18-100 
John Riley ..... 123-25- 98 
John Nichol nea ; a LO7-14- 93 
Wm. Taylor Tres ae 101 9. 92 


400 TONS OF SHIPPING 
THIS MONTH:iEVERY MONTH 





Reuben N. Trane, president, and other officials of the Trane Co. shown 
at the inauguration of the new 20,000 sq. ft. addition to the com- 


pany’s plant at La Crosse, Wis. 


The banner observed in this photo- 


graph refers to a plan which recently has been affected by The Trane 
Co. to stimulate factory production 
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Chase Changes 

Coincident with new sales arrange- 
ments recently made by Chase Brass & 
Copper Co., Waterbury, Conn., to co- 
ordinate the sales activities of the com- 





W. A. Amelung 


pany, W. A. Amelung was appointed 
sales manager of the eastern division, 
which includes those branches supplied 
by the company’s mills and factories at 
Waterbury. Branches and offices in 
New Orleans, Los Angeles, San Fran- 
cisco and Seattle, as well as in eastern 
cities, come under this division. 

At the same time, C. K. Lenz, with 
headquarters at Cleveland, was ap- 
pointed sales manager of the mid-west- 
ern division, which embraces territories 
served by branches which draw on the 
company’s mill at Cleveland. 

T. B. Fox and John F. Giffin are as- 
sistant sales managers for the eastern 
division, and V. H. Eggert and F. H. 
Barton for the mid-western section. 

S. H. Perry continues as sales man- 
ager of the mill division at Waterbury. 


New Warehouse 

The Streamline Pipe and Fittings Di- 
sion of Mueller Brass Co., Port Huron, 
Mich., has just opened a new warehouse 
at 3403 West 48th Place, Chicago, con- 
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taining 15,000 sq. ft. of floor space. 

The new warehouse has already been 
supplied with a complete stock of cop- 
per pipe and fittings. Material from 
this warehouse will be shipped to all 
central and southern states. The formal 
opening of the warehouse was cele- 
brated on April 23 and was attended 
by some 400 members of the plumbing 
and heating industry. Luncheon and 
refreshments were served during the 
afternoon and evening. 

Among those present were F. L. Rig- 
gin, Sr., vice president; C. E. Berry, 
sales manager; E. C. Miller, traffic man- 
ager; Earl A. Mann, in charge of rail- 
road division; R. W. Young, Kansas City 
representative; John S. Coward, Douglas 
M. MacMurchy and Albert J. MacJen- 
nett. Ray Maveety has been appointed 
as manager of this new central states 
warehouse. 

C. E. Berry announced that on May 1] 
the factory force at Port Huron is be- 
ing increased by over 10 per cent. 


Joins Zurn 
A. J. Riedinger has been appointed as- 
sistant sales manager to George H. 


~ 





A. J. Riedinger 


Lang, vice president in charge of sales 
of the J. A. Zurn Manufacturing Co., it 





Left to right: E. C. Miller, traffic manager, home office, Port Huron, Mich.; 

R. F. Maveety, manager, Central States Division, Chicago; and C. E. Berry, 

sales manager, home office, all of the Streamline Pipe and Fittings Division 
of Mueller Brass Co., in front of entrance to new warehouse 
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has been announced by this company. 
Mr. Riedinger has had wide experience 
in the plumbing industry. 

For the past two and a half years, 
he has been in charge of membership 
at the national office of the National 
Assn. of Master Plumbers. 

In addition to his work in the sales 
department of the Zurn company, Mr. 
Reidinger will devote much of his time 
to solving the special problems of 
wholesalers and contractors in connec. 
tion with drainage products. 


Bangs Appointed 
Edward E., Bangs, a native of Ban. 
gor, Me., has been placed in charge of 
the Boston territory of the American 
Gas Products Corp., a division of the 





Edward E. Bangs 


American Radiator and Standard Sani- 
tary Corp., according to an announce 
ment by H. H. Dugdale, vice president 
in charge of sales, of the company. 
Mr. Bangs for the past several years 
has been connected with the Bryant 
Heater Mfg. Co., Cleveland, as repre- 
sentative in the New England terri- 
tory. 

He was a member of the first class to 
graduate from Wentworth Institute, 
Boston, taking a plumbing course. 
Following his graduation, he served his 
apprenticeship and worked for a num- 
her of years at the trade in Boston. 

The territory over which Mr. Bangs 
has been placed in charge extends 
fron: Norwalk, Conn., through Maine. 


N. Y. Salesmen Meet 


Salesmen of plumbing and heating 
products met on April 23 in New York 
They formerly were active in the New 
York chapter of the National Assn. of 
Plumbing and Heating Salesmen. Ten- 
tative plans were discussed for the re 
vival of the chapter and national activi- 
ties, these plans to be considered again 
at a meeting of the New York chap- 
ter on May 21. The April meeting was 
called by Anthony Smith, president, 
Bloomfield, N. J., and William Weber, 
secretary, New York. 
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neo-angle 
bath 


@ The “Standard” Neo-Angle Bath has cap- 
tured the imagination of America. The first new 
bath idea in a decade, it offers Master Plumbers 
an A-No. 1 opportunity for plus sales. In large 
homes where beauty is a major consideration, it 
furnishes the newest note in smartness. In small 
homes and apartments where space is at a pre- 
mium, it's imperative. It’s different, it's practical, it 
has added safety. And because of its compact 
size and attractive design, no other bath in the 
world is so adaptable for unusual bathroom plan- 
ning and different types of buildings—for new 
building or modernizing old ones. 

Eight bathing features are combined in this one 
bath. Plus the greatest interest in baths since early 
days of sanitary plumbing. Master Plumbers, who 
feature the “Standard” Neo-Angle Bath, stamp 
themselves as modern craftsmen and smart busi- 
ness men. For prestige and profit are the imme- 
diate results of installing “Standard” Neo-Angle 
Baths —in small homes, large homes, hotels, clubs, 
and apartments. Only four feet square, yet they 
provide a full-size, roomy bathing compartment, 
seats in two opposite corners, and an ideal shower 
bath. The “Standard” Neo-Angle Bath is sold 
only through Master Plumbers. Consult your 
“Standard” Catalogue for complete details, or 
write today for literature. 


ary TI)fg. Co. 


DR & STANDARD SANITARY CORPORATION 


* 











——_— 


DOMESTIC ENGINEERING 





Photograph taken at the 1936 general sales conference of American Gas Products Corp., 
held at the Empire Hotel, New York City, April 3-5 


Sales Conference 

With some 45 sales representatives 
from all sections of the United States 
in attendance, the 1936 sales conference 
of American Gas Products Corp. was 
held at the Empire Hotel, New York 
City, on April 3-5. At the conference a 
number of new products and many im- 
provements on existing products were 
exhibited and explained to the repre- 
sentatives present. 

One of the three days of the confer- 
ence was spent at the company’s lab- 
eratories in New York City, at which 
time some of the current advancements 
in the art of gas utilization were shown 


and demonstrated. 


Heads Link-Belt 


At the annual meeting of sharehold- 
ers held at the Stevens Hotel, Chicago, 
March 24, Alfred Kauffmann was elected 
president of Link-Belt Co. Mr. Kauff- 





Alfred Kauffmann 


mann succeeds George P. Torrence, 
whose resignation as president and 
director of the company was accepted 
by the board on the previous day. 

Mr. Kauffmann started with the com- 
pany 35 years ago as a draftsman. His 
career has included many responsibili- 


ties, such as designing engineer, super- 
intendent of construction, sales engi- 
neer, vice president and manager Link- 
Belt plant at Philadelphia, vice presi- 
dent in charge of Link-Belt Dodge and 
Ewart plants at Indianapolis, and for 
the past four years first vice president 
in charge of the company’s Chicago 
plant operations. He was president of 
the company from 1924 to 1932, and has 
been a director since 1922. 


Eastern Trade Dates 


The tournament committee of the 
Kastern Trade Golf Assn. has an- 
nounced the following schedule of tour- 
naments for 1936: 

May 19—-Wheatley Hills Golf Club— 
East Willison, L. I, N. Y. 

June 18—-Hudson River Country Club 

Yonkers, N. Y. 

July 23—Ridgewood Country Club— 
Ridgewood, N. J. 

Aug. 18-—-North Hills Golf Club 
Douglaston, L. J., N. Y. 

Sept. 17-—-Hackensack Golf Club 
Oradell, N. J. 

Oct. 6-—Open. , 

The committee is composed of: J. C. 
McDonald, U. S. Radiator Corp., New 
York City, chairman; T. W. Powers, 
Asco Supply Co., Glendale, L. IL, N. 
Y.; A. F. Hinrichsen, A. F. Hinrichsen, 
Inc., New York City; and W. H. Dris- 
coll, Thompson Starrett Co., Inc., New 
York City. 


Conspiracy Case 


In April, pleas of “not guilty” were 
entered at New York by defendants to 
a conspiracy charge involving a trans- 
action of interest to our industry. An 
early trial is promised. 

On March 30 the grand jury of the 
Southern District of New York re- 
turned an indictment against Henry H. 
Dietsch and his brother Maurice. The 
charge is one of conspiracy to defraud 
the United States of its governmental 
function and right to administer the 
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Bureau of Customs in connection with 
the proper clearance of vessels and 
also to defraud the government of its 
right and function of administering the 
Bureau of Foreign and Domestic Com- 
merce in the collection of statistical re- 
turns of exports of domestic commodi- 
ties. 

The case centers around a shipment 
of air valves to China which, it is al- 
leged, was diverted to the domestic 
market, scrap metal being loaded on 
shipboard instead of valves. 


Thermostat Unit Sold 


The Bridgeport Brass Co., Bridgeport, 
Conn., has sold its thermostat and bel- 
lows division to the Bridgeport Thermo- 
stat Co., recently incorporated under 
Delaware laws with an authorized capi- 
tal of $750,000. William F. Macdonald, 
chief engineer, and W. J. Von Harten 
will head the new corporation which 
has acquired the plant on Coiunecticut 
Ave., Bridgeport, formerly occupied by 
the Connecticut Electrical Mfg. Co. 
Thermostats adapted for heating and 
refrigerating systems, hot water heat- 
ers and temperature controls for auto- 
mobiles will be manufactured. Plans 
call for the employment of 500 people, 
it is stated. 


Joins Crane 


The appointment of George L. Er- 
win, Jr., as assistant to P. R. Mork, 
vice president in charge of sales, re- 
cently has been announced by Crane 
Co., Chicago. 

Mr. Erwin, an engineering graduate 
of Cornell University, has had wide ex. 
perience in sales and advertising. To 
take up his new duties, he resigned his 





George L. Erwin 


position as general sales manager 0! 
Kearney & Trecker Corp., Milwaukee, 
manufacturers of machine tools. In his 
newly created position of assistant vice 
president of Crane Co, he will be 
active in developing sales and market 
research activities. 





Put YOUR PERSONALITY into 


Your Selling Efforts 


1. HEATING COMFORT—For your 
automatic heating prospects. 
PERSONALIZED PLUMBING—For 
remodeled bathroom prospects. 
RUNNING WATER CONVEN- 
IENCE—For your automatic water 
system prospects. 

LUXURIOUS HOT WATER—For 
your automatic water heating 
prospects. 

PLUMBING WITH ASSURANCE 
—For your plumbing remodeling 
prospects, in competition with 
d.t.u.’s. 

SUMMER HEATING (In current 
issue)—For your heating plant 
cleaning prospects. 





Space is provided on 
back page of each circu- 
lar for stamping or im- 
printing your name and 
address 


100 Copies $1.00 500 Copies $ 5.00 


200 Copies . 2.00 1,000 Copies 10.00 
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your greatest merchandising asset today is your personality. Just ™@"y other plumbing and heating men have done, reprints of these 
put your personality into your selling efforts and watch your sales feature stories are now available to you at cost, for mailing to your 
climb, Right here is where the J. Brown Jones family fits into your *%¢lected prospects. Send coupon for your supply today. 


acture... it helps you inject your own personality into your customer 


contacts, 3 part, Cc ou - % 4 
You've no doubt followed the engrossing story of the Jones family in [9 > "=" == St ae = 37 a= = 


DOMESTIC ENGINEERING. 1900 Prairie Avenue, Chicago 
Please send me copies of J. Brown Jones circular entitled: 

Be Heating Comfort 4. Luxurious Hot Water 

2. Personalized Plumbing 5. Plumbing with Assurance 


and past issues of DOMESTIC ENGINEERING ... you've seen 
members of this family in their various predicaments .. . you ve seen 
‘ow these predicaments have required the services of a competent 
Plumbing and heating contractor. In each of these presentations you've 
wen how the contractor's sales arguments are formulated on the sound 
basis of quality, personal responsibility and service and how agreeably tor whieh 8 enctenn 2 on siti 
arguments are accepted by the Joneses... principally because (Indicate quantities desired before each title) 
a the Personality angle. Although fictitious in these stories, the Jones 
: is typical of many actual families you'll find in your locality. 
Se that you may put the J. Brown Jones family to work for you, like so Address 


3. Running Water Convenience 6 Summer Heating 
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Research Foundation 


The establishment of The Tempera- 
ture Research Foundation, one purpose 
of which will be to place before the 
public the latest findings of modern 
temperature engineering, has been an- 
nounced by Kelvinator Corp. The 
Foundation is located at 80 Broadway, 
New York City. 

The Foundation will act as a clear- 
ing house for authoritative facts and 
figures on heating, food preparation 
and preservation, air conditioning in 
home, office and factory, humidity con- 
trol and the scientific filtration and cir- 
culation of air, it is stated. 

According to the announcement, the 
Foundation will seek to advance 
health, comfort, convenience and _ lei- 
sure standards among the American 
consumer public. 

Edward Heitman, chief engineer of 
Kelvinator Corp., is director of the 
Foundation. The advisory committee, 
which will cooperate closely with the 
Foundation in all its activities, includes 
Shirley W. Wynne, M.D., Dr. P. H., 
former health commissioner of New 
York City; Dr. Warren M. Persons, 
consulting economist and former pro- 
fessor of economics at Harvard Uni- 
versity; Francis Keally, architect; 
Count Alexis de Sakhnoffsky, consult- 
ant designer; Lulu G. Graves, consult- 
ant in nutrition and organization of 
dietary departments; and Anne Pierce, 


consultant in home economics. 


New Building 


Filed recently with the department of 
buildings in Manhattan, New York City, 
are plans for the new five-story office 
and showroom building to be erected by 
American Radiator Co. adjoining its 
Fortieth St. skyscraper. Architect for 
the new structure, which it is estimated 
will cost $350,000, is J. Andre Fouil- 
houx, associate of the late Raymond 
Hood, who designed the company’s 
black and gold skyscraper. The new 
building will be constructed at 46-52 W. 
Fortieth St. and 39-41 W. Thirty-ninth 
St. The buildings now located on this 


site will be demolished. 


° 

H. L. G. Expansion 
Expansion of facilities and various 
organization changes have been made 
by H. L. G. Co., Kalamazoo, Mich., in 
the past few months, it is reported in 
a recent announcement from this com 


The removal of the H. L. G 
former 


pany. 
plant and offices from thei 
location in Humphrey Co. buildings in 
Kalamazoo, to a separate factory at 
22° W. Ransom St. took place in the 


closing months of last year. 
This move was the result of in- 
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creased business, reports D. B. Gauss, 
recently elected general manager of 
the company, and the new quarters 
provide greatly enlarged manufactur- 
ing space. Additional manufacturing 
equipment has been installed in the 
new plant, Mr. Gauss states, and an 
attractive customers’ display room and 
display of products has been estab- 
lished. 

Several changes also have been made 
in the organization of the company. 
Fr. A. Lemke, formerly vice president, 
treasurer and general manager, has re- 
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signed from these positions due to the 
increased activities of Ruud Co., of 
which he is general manager in the 
Humphrey Co. division, and also due 
to the physical separation of the Ruud 
and H. L. G. offices. 

D. B. Gauss was elected vice presi- 
dent, treasurer and general manager 
of the company at the recent stock. 
holders’ meeting of the company, and 
C. H. Gauss was elected secretary. H. 
S. Humphrey, who is president and 
founder of the Humphrey Co., was re- 
elected president of the H. L. G. Co. 


New Distributors 


Sales Representatives, Appointments 
FE ERLE SASS LES ALTOS A DLE LETTE ES IE LIE E LEELA EL LDL MSE LEE ALR 


Thomas Devlin Mfg. Co., Burlington, 
N. J., has announced the appointment of 
H. W. Hochuli to the sales force of the 
company. Mr. Hochuli will be active in 
the metropolitan New York area, and 
will sell the full line of the company. 

Waterfilm Boilers, Inc., Jersey City, 
N. J., recently has appointed the fol- 
lowing sales representatives: R. B. 
Mosher, $236 Irving Ave., S., Minne- 
apolis, Minn.; A. Zalud, North Olm- 
stead, Ohio; B. L. Chamberlain, 2016% 
Fairfield Ave., Fort Wayne, Ind.; A. 
N. Goff, 94 Eighth St., Fond du Lac, 
Wis.; D. M. Kagay, 911 Forest Ave., 
Ann Arbor, Mich.; C. H. Bevington Co., 
22 E. Huron St., Chicago, Ill.; and Ed- 
ford A. Seeley, 502 Rutherford Ave., 
Charlestown, Mass. Announcement of 
the appointments was made by J. L. 
Lehman, sales manager of the Water- 
film company. 

Saltzer & Weinser, Inc., Brooklyn, 
N. Y., has been appointed to handle the 
sale of equipment for, The Trane Co., 
LaCrosse, Wis., according to a recent 
announcement by the Trane company. 

Utility Laboratory, Inc., has been ap- 
pointed New York distributor for Slater 
Mfg. & Engineering Co., Boston, Mass., 
it is stated in an announcement by the 
Slater company. The appointment was 
made through Smith & Dale, national 
distributors for the company on air 
valves. 

Claude A. Olson has been appointed 
southwestern representative for H. A. 
Thrush & Co., Peru, Ind., according to 
an announcement by Lewis H. Dietz, 
sales manager of this company. He 
will cover the states of Texas and 
Oklahoma. Mr. Olson's headquarters 
are at 1015 Hawthorne St., Fort Worth, 
Texas. 

John M. Wolf, 736-744 Flushing Ave., 
Brooklyn, N. Y., has been appointed 
distributor in Kings County, N. Y., 


for Harvey-Whipple, Inc., Springfield, 
Mass. In announcing the appointment, 
Harvey-Whipple states that the Wolf 
company has established a separate oil 
heating division under the supervision 
of Leon Moon. 


Briggs Mfg. Co., Detroit, has ap.- 
pointed two new distributors for its line 
of plumbing materials in Wilmington, 
Del., it has been announced by Don 
D. Smith, director of sales for the 
plumbing ware division. One of these 
is Desco Corp., which serves the state 
of Delaware and portions of Maryland 
and Pennsylvania. H. J. Bailey is 
president and W. C. Jones, vice presi- 
dent and sales manager of this com- 
pany. The other distributor is Speak- 
man Co., manufacturers and wholesal- 
ers. Willard A. Speakman is president 
and Harry E. Speakman, vice president. 

Oscar C. Andersen, manufacturers’ 
representative located at 549 W. Ran. 
dolph St., Chicago, has been appointed 
factory representative in the Chicago 
territory for Pennsylvania Range Boiler 
Co., Philadelphia, Pa., it has been an- 
nounced by this company. Warehouse 
stocks will be maintained by Mr. An- 
dersen in Chicago for the convenience 
of jobbers, it is stated. 

Chas. M. Bailey Co., Inc., 342 Towne 
Ave., Los Angeles, Calif., has been ap- 
pointed representative for Jas. P. Marsh 
Corp., Chicago, in the southern Cali- 
fornia territory, according to an an 
nouncement by the Marsh company. A 
W. Merrill, long active in the indus- 
try on the Pacific Coast, is now asso 
ciated with the Bailey organization, i! 
is stated. 

The Econocol Stoker Sales Co., °1! 
13 Harrison St., Peoria, Ill., has been 
organized to operate as distributing o! 
fice in the central and southern Iili 
nois territory for Econocol Stoker Di 
vision, Cotta Transmission Corp., Rock- 
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SURE OUT 


for Broken Pipe Ends 


with these revolutionary new 
| RIZAID “LonGriP”’ Pipe 
; Extractors 





O more slipping, reaming, 
bottoming, expanding or 
wedging as with old-style 
tapered spiral extractors, when 
you remove a broken threaded 
pipe end with the ‘‘LonGriP’’. 
No danger of damaging threads 
or breaking the extractor. 








For these revolutionary ‘“LonGriP’’ Extractors 
are made to fit each size of pipe exactly. When 
you drive them in, the straight flutes groove their 
way full length of the broken end, seizing the pipe 
firmly. When a wrench 
is put on the end of the 
extractor, the pipe has 
to turn out. 


With solid plugs, drill out 
to pipe size and use the 
‘“LonGriP”’ as above. 
Excellent for screwing in 
nipples threaded all over. 


You'll find a set of these 
‘“‘LonGriP” Extractors 
quickly paying for them- 
selves in time and trou- 
ble saved. 





‘‘LonGriPs’’ come in handy 
sets, each set containing ex- 
Ask your Jobber or write for tractors for the sizes of —— 
you commonly work with. Illus- 

folder. trated is Set No. 883 for sizes 

of pipe from '/,” to 1”, $8.55. 
No. 880, '/g” to '/”, $4.35. 
No. 881, 14” to 4%”, $5.25. 
No. 882, 14” to 1”, $7.75. 









RIMAlIOm Wrench handles and housing now made of double- 


strength alloy metal, jaws of chrome molybdenum alloy. Sizes 


6” to 60”. 


THE RIDGE TOOL 


Fel 





STRAIGHT-FLUTED SCREW AND PIPE 


EXTRACTORS 
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ford, Ill., it is reported by the Econo- 
col company. Heading the new organ- 
ization is Frank Schutze, mid-western 
representative for Econocol. 

Redieske and Lasley is the hame 
which William Redieske and 8S. C. Las- 
ley have chosen for representing them- 
selves in their newly formed partner- 
ship as manufacturers’ representatives. 
They are located in Chicago at 317 N. 
Wells St. The former is a past presi- 
dent and honorary member of the 
Plumbing Contractors’ Assn. of Chi- 
cago and formerly with Eagle-Picher 
Lead Co. in Chicago. The manufactur- 
ers they represent are: Speakman Co., 
Wilmington, Del.; Leonard-Rooke Co., 
Providence, R. I.; The Halsey W. 
Taylor Co., Warren, Ohio; and Fleming 
Mfg. Co., Chicago, Ill. 


Noland Co., Inc., of Washington, D. C., 
has been appointed sheet distributors 
for Republic Steel Corp., Cleveland, ac- 
cording to an announcement by N. J. 
Clarke, vice president in charge of 


sales of that company. 


The Plumbers Supply Co., with main 
offices at Louisville, Ky., and branches 
in Indianapolis, Ind., Evansville, Ind., 
and Lexington, Ky., has been named 
a distributor of heating controls for 
Penn klectric Switch Co., Des Moines, 
la., in the four markets which it serves, 
according to an announcement by the 
Penn company. Harvey N. Miller of 
the heating division of The Plumbers 
Supply Co. reports that a gseries of 
training schools in heat controls has 
been conducted by this company. 


Johns-Manville Corp., New York City, 
has announced, through Harry M. 
Shackelford, sales promotion manager, 
the promotion of R. L. Johnson to 
the promotion of R. L. Johnson to 
tion manager, merchandising division, 
and E. A. Phoenix to the position of as- 
sistant sales promotion manager, in- 
dustrial division. Mr. Johnson, who, 
before joining Johns-Manville in Febru- 
ary, 1935, was sales manager of Dis- 
tilled Liquors Corp., will be chiefly 
concerned with promotional activities 
in connection with dealer building ma- 
terials, home insulation, low pressure 
insulation, brake lining and products 
sold through merchandising  chan- 
nels. Mr. Phoenix, formerly in charge 
of sales promotion activities of the 
Celite Corp., joined Johns-Manville in 
1928 when the Celite Corp. was taken 
over by Johns-Manville. He will be 
concerned with promotional activities 
in connection with the Johns-Manville 
Power Products and Industrial Divi- 


sion. 


Carrier Engineering Corp. has an- 
nounced the appointment of Carrier- 
Boston, Inc., 85 Devonshire St., Boston, 
Mass., as metropolitan Boston dealer 
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for the handling of comfort air con- 
ditioning and commercial refrigeration. 
Carrier-Boston, Inc., is under the man- 
agement of H. F. Lowe who has been 
associated with the Carrier company 
and its subsidiary, Brunswick-Kroe- 
schell Co., for the past sixteen years. 

Hercules Chemical Co., Inc., has ap- 
pointed Jack Bennett district manager 
in the Chicago territory, succeeding 
Manufacturers Sales and Warehouse 
Co., according to an announcement by 
S. A. Wander, general manager of the 
Hercules company. It is stated that 
complete stocks of the company’s prod- 
ucts will be maintained in Chicago at 
310 W. Polk St. 


Personals 


Harry A. Klein, formerly assistant to 
the late Francis J. Vogel, has been ap- 
pointed manager of the St. Louis branch 
of the Vogel Co., located at 304-306 
south Sth St. Mr. Klein is well Known 
to the trade and has been identified 
with the Vogel company for many years. 





Muir L. Frey has been appointed to 
the metallurgical staff of Republic Steel 
Corp., with headquarters at the Repub- 
lic plant in Buffalo, it has been an- 
nounced by Earl C. Smith, chief metal- 
lurgist. Mr. Frey comes to Republic 
from John Deere Tractor Co. in Water- 
loo, [owa, where he has held the posi- 
tion of chief metallurgist for the past 
ten years. He received his technical 
education at the University of Missouri 
School of Mines and Metallurgy from 
which he was graduated in 1923 with 
the degrees of B. S. and M. S. in 
metallurgy. 

W. K. Prause, Charleston, S. C., has 
been made a director of the South Car- 
olina National Bank in’ that city. Mr. 
Prause is president of the South Caro- 
lina Master Plumbers Assn. 

Frank J. Weber has been appointed 
factory representative in the Buffalo 
territory for Hoffman Specialty Co., 
Inc., Waterbury, Conn., it has been an- 
nounced by this company. Mr. Weber, 
who succeeds Ralph Cressy, formerly 
represented the Hoffman company in 
Detroit. 

Carl Johnson. formerly vice president 
and general manager of the Champion 
Furnace Pipe Co., Peoria, Ill., has joined 
Lamneck Products, Ine., Columbus, 
Ohio, according to an announcement 
made by Perl S. Miller, Lamneck presi- 
dent. Mr. Johnson will specialize in spe- 
cial development work with the jobbing 
trade, his work including cooperation 
and instruction in the profitable use of 
pre-fabricated ducts and fittings in the 
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field of air conditioning and forced air 
heating. 

J. Edward Driscoll, Norwich, Conn., 
formerly Connecticut representative for 
the W. H. Page Boiler Co., New York, is 
now covering the Connecticut territory 
for the Burnham Boiler Corp., Irving- 
ton, N. Y. 

A. D. Heffron, Jr., has been named 
district sales manager of the Chicago 
territory for The Babcock & Wilcox Co., 
New York, N. Y., it is reported in an 
announcement from this company. Mr. 
Heffron makes his headquarters in the 
concern’s Chicago office, 1502 Mar- 
quette Bldg. 

J. W. Worthington, who has been 
connected with the M. S. Little Mfg. 
Co., Hartford, Conn., since 1924 and has 
been manager of this company’s Phila- 
delphia office since 1926, became a man- 
ufacturers’ representative on March 1 
and is representing the following com- 
panies: M.S. Little Mfg. Co.; Canfield 
Rubber Co., Bridgeport, Conn.; Ameri- 
can Tube Works, New York City; and 
Union Brass & Metal Mfg. Co., St. 
Paul, Minn. Mr. Worthington is cover- 
ing Pennsylvania, southern New Jer- 
sey, Delaware, Maryland and District cf 
Columbia. His headquarters is at 1560 
Walnut St., Philadelphia. 


Business Changes 


and New Incorporations 





Fitzgibbons Boiler Co., Inc., and its 
affiliate company, Kewanee Boiler Co., 
Inc., have announced the moving of 
their general offices and showroom into 
new and larger quarters in the Archi- 
tects’ Bldg., 101 Park Ave., New York 
City. The offices formerly were located 
at 570 Seventh Ave., New York City. A 
feature of the new offices will be a large 
showroom where various types of boil- 
ers and air conditioning equipment will 
be displayed. 

Standard Sanitary Manufacturing Co., 
San Francisco, Cal., has moved from 394 
Sutter St. to 278 Post St. 

B. & M. Sales Co., located at 37-18 
Twenty-ninth St., Long Island City, 
N. Y., has been formed by H. H. Becker, 
103 Park Ave., New York City, and Geo. 
B. Muller, and is operating as manufac- 
turers’ representative on plumbing, 
steam and mill supplies. Included in 
the companies represented, according to 
the announcement of the concern, are: 
The Keeney Mfg. Co., Ohio Pattern 
Works & Foundry Co., Teiner-Torngren 
Co., Inc., Frick-Reid Supply Corp., and 
Wilmington Casting Co. 

Flameking Co., Inc., formerly located 
at 2159-61 Madison Ave., New York 
City, has moved its offices to 450 North 
Ave., New Rochelle, N. Y. 














Over Radio... 


Expanding Service 


® Jn this section is shown a small portion of the publicity which 
is being reflected upon the plumbing, heating and ar condi- 
tioning industry by means of newspaper and magazine articles 
and radio programs every day jrom all over the country 


Every day newspapers, magazines 
and the radio carry tue story of the 
contractor-dealer to the buying public. 
This is part of a planned campaign, Na- 
tion-wide in scope, which is awakening 
public interest to the benefits to be ob- 
tained from the purchase of plumbing, 
heating and air conditioning fixtures 
and installations from established and 
responsible channels of distribution. 
Constant repetition from diverse 
sources cannot help but effective 
for, as the buying public’s interest is 
directed, increased sales must follow. 

This month the oppurtunity is of- 
fered every contractor-dealer to join in 
this publicity program. The last 
umn in this section contains a 
news item commonly known as a filler 
which may be copied on your business 
letterhead and forwarded to your local 
newspaper. Newspaper editors gener- 
ally welcome such contributions when 
they are news and when they are of 
general interest. Consequently, the 
contractor-dealer who this 
course not only will be obtaining pub- 
licity for his industry, but will be ad- 
vertising his own business as well. 


such 
be 


col- 


short 


follows 


Air Conditioning 


A radio address, “Air Conditioning 
the American Home,” which S. Lewis 
Land, educational the Na 


tional Bureau of Heating and Air Con 


directur of 


ditioning, delivered over station 
WBBM, Chicago, April 2, stands as 
lurther evidence of the efforts being 


made by our industry to make the pub- 

lic of conditioning. 
“During the few 

home owner, as well as the man 


conscious air 
the 


plan 


past years, 


build a has 


comforts 


new home. 
of 
Land in 


ning to buy or 


discovered the air condi 


his address. 


tioning,” said Mr. 





“He his knowledge of 
this all 


structures from his experience in Pull 


has acquired 


newest of improvements for 


man cars, restaurants, theatres and 


other public places. 
demanding air conditioning for his own 


As a result, he is 


property. However, recent investiga 
tions have disclosed that this man is 
laboring under a mass of misinforma 
tion and lack of Knowledge in regard 
to just what true air conditioning 
really is, and to what extent all of its 
elements can be practically applied to 


his home. 
air 
in 


“Complete 
conditioning 
volves winter and 
summer condl- 
tioning. Winter 
air conditioning 
includes heating, 


humidification, 





air cleaning and 
air circulation. 
Summer air con 


ra Lew is Land 


ditioning includes 


cooling, dehumid- 
ification, cleaning and circulating the 
air. 

“In humidifying a home, the process 
is one of adding moisture to the aii 
content. Dehumidification is the re 
verse of this process, or the drying of 
the air. Air cleaning is the process of 
removing dust, dirt and other foreign 
matter from the air. The purpose of 


circulating the air is to provide pleas- 


ant and comfortable air movement 


throughout the various rooms. In sum- 


mer, particularly in some climates, 


cooling is desirable, and if the struc- 


ture of your home is such as to make it 


possible, then it should be installed 
as a part of your year round condi 
tioning system. In winter, heating is 


not only desirable, but in most climates 
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In Newspapers .. . 








is an absolute essential to 
health. We 
On an average of seven to eight 
of the Indeed, 
major element of all a 


comil 
need heating 
vear. heating 


conditi 


ort 








Thru Magazines... 


and 


in our homes 


months 


1S the 


ying. 


“Every home requires a percentage 
of moisture in the air, not only to 
keep furniture, doors and wood floor 
ings from drying out, cracking and fal 
ing apart, but the home occupants re 
quire a percentage of moisture in the 
air which they breathe to assure good 
health. The need for air cleansing 
varies with the location of the home 
Some homes are exposed to outside 
dust and dirt to a far greater extent 
than others. A home on the sezushore 
needs no all cleansing system, 
whereas a home located in a factory 
district needs a large amount of air 
cleansing. 

“Ik you will keep these few simple 
points in mind, you will have an un- 


derstanding of 


modern air conditioning 


that will bring you dividends in {In 
creased comfort, convenience and bet- 
ter health.” 
Public Health 

A news clipping published in the 
St. Petersburg Evening Independent 
April 7, reflects the activities of the 
Plumbing and Heating Industries 
sSureau. The item is a report of an 
address delivered by Major Joel I. Con 
nolly, chief of the bureau of inita 
engineering of the Chicago board of 
health, in connection with the Florida 
convention of master plumbers The 
length of this report is in self an 
indication of the interest in public 


health and recognition of th 1); 
played by master plumbers in protec: 
ing it. The report quoted a portior 
Major Connolly’s address as follows 
“It has been s irprisiig to find 
little the management of many t 
including the house physicians, hat 
known about the da ers if ys 
plumbing to the health of their eur 
The item quoted It would 
cal for a large hotel, cat 
thousands of uests « ' 











ase. ~ 
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have periodic inspections of its water 
supplies, food handling and waste 
pipes. In addition, reinspections of 
plumbing should be made at intervals. 

“Several organizations of national 
scope have voted not to hold their an- 
nual meetings in any hotel until the 
health authorities have investigated its 
plumbing and pronounced it safe.” 

The St. Petersburg Times, the Sa- 
pannah Morning News and the WSa- 
vannah Evening Press also published 
notices of Major Connolly’s address, 
further indication that public interest 
in such matters is not limited to one 
locality or to one group. 


Coast to Coast 


To find evidence of a planned pro- 
gram of publicity, definitely directing 
attention upon the plumbing, heating 
and air conditioning industry one does 
not need to look farther than the list 
of newspapers which have carried such 
publicity in their news columns. The 
Plumbing and Heating Industries Bu- 
reau, in carrying on this program, has 
compiled clippings from the various 
newspapers and magazines which have 
given editorial comment upon the fol- 
lowing subjects: automatic gas water 
heating equipment; improvements in 
hot water heating; cabinet sinks and 
cabinet lavatories; and standards and 
definitions for air conditioning. 

The location of these papers which 
have carried such publicity is not 
limited to one spot. After reading the 
list, it can be said with assurance that 
publicity spotlighting the industry and 
consequently benefitting the individual 
contractor-dealer is published daily 
from coast to coast. 

These are some of the papers which 
have carried to the buying public mes- 
sages designed to tell the sales and 
service story of our industry thus far 
this year: Journal, Providence, R. I.: 
Star, Indianapolis, Ind.; Transcript, 
Boston, Mass.; Argus, Rock Island, Ill.: 
Evening Courier, Camden, N. J.: News, 
Faribault, Minn.; Vimes-Dispath, Rich- 
mond, Va.: Democrat Chronicle, Roches- 
ter, N. Y.; Wisconsin News, Milwaukee, 
Wis.; Star, Washington, D. C.; Jourral 
Transcript, Peoria, Ull.; News Sentinel, 
Fort Wayne, Ind.; Enquirer, Cincin- 
nati, Ohio; Telegraph, Alton, Ill.; Her- 
ald-Tribune, New York City; Star, 
Peoria, Ill.; Times Picayune, New Or- 
leans, La.; Vindicator, Youngstown, 
Ohio; Observer Dispatch, Utica, N. Y.; 
Journal, Minneapolis, Minn.: Times, 
Hartford, Conn.; Herald & Evyvpress. 
Los Angeles, Cal.; Times Union, Jack 
sonville, Fla.; Morning Public Ledger, 
Philadelphia, Pa.; Tribune. San Diego. 
Cal.; Times, Davenport, lowa; Repub- 
lican, Springfield, Mass.; and Plain 
Dealer, Cleveland, Ohio. 
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Insulation 

A radio address, “The Economy of 
Insulation,’ delivered by George R. 
Frankland, assistant manager of the in- 
dustrial division of the Johns-Manville 
Corporation, over WBBM, Chicago, 
April 9, developed the story of modern 
heating systems and also carried the 
message of heating modernization. Mr. 
Frankland said in part: 

“Whereas our grandparents were 
satisfied with a stove in the parlor or 
perhaps a clumsy old fashioned fur- 
nace that was wasteful of fuel, the 
modern home has an automatic heating 
plant with room temperature controlled 
by a thermostat and with proper in- 
sulation to eliminate waste. Now, as 
a matter of fact you may think that 
you live in a modern home and that 
your heating system is_ insulated 
properly, but it will pay you to check 
up on this. There are two things 
to look for. First, are there shrinkage 
gaps on the pipe coverings? If so, you 
are wasting heat, to say nothing of the 
unsightly appearance of the pipes. 
Modern insulation materials will not 
dry out or crack after they have been 
installed in their proper position. 

“The second 
thing to investi- 
gate is the insula- 
tion on your 
boiler. Here the 
heat loss may not 
be so evident to 
the casual’ eye, 
but the blade of 
a knife, inserted 
into the cement 
coating, will give 
you the answer. 





G. R. Frankland 


Insulation only a quarter or a half inch 
thick is inadequate. It should be one and 
a half inches thick and tests have 
demonstrated that this thickness will 
save you over a ton, of coal, or its 
equivalent in other types of fuel, every 
vear. 

“Many a spic and span, up to date 
bathroom is so in appearance only, 
simply because there is not a quick 
supply of hot water when you want 
it. The same is true of the kitchen. 
Much of the pleasure of having a well 
planned, conveniently appointed 
kitchen is spoiled if you have to wait 
for the water to run hot every time 
you turn the faucet. The answer to 
this problem is simple. The secret lies 
in proper insulation of the hot wate 
pipes. Without insulation, water stand- 
ing in the bare pipes cools off. When 
you turn the faucet upstairs you have 
to draw off gallons of luke warm wa- 
ter before it is hot enough to use. And 
while we're on the subject of plumbing 
pipes, the cold water lines should be 


insulated also. Uninsulated cold wa- 


ter pipes keep the water at room tem- 
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perature and in addition often Cause 
objectionable sweating and water drip 
in the basement. 

“There is another type of insulation 
that has Leen developed for use in a 
modern house, one that was practically 
unknown even five years ago. This is 
a material used to insulate the house 
itself against hot and cold weather. 
Insulation placed between the inner 
and outer walls and across the ceiling 
of the top story makes a house warm 
and comfortable in winter with uni- 
form temperatures’ throughout and 
amazingly enough saves up to 30 per 
cent on the winter fuel bill. In sum 
mer it keeps the heat out and makes 
your rooms up to fifteen degrees 
cooler. 

“The National Housing Act has 
made it possible for all American fami- 
lies to enjoy more comfortable and 
more economical homes through the 
use of proper insulation on the plumb 
ing and heating system and in the 
house itself.” 


Bathrooms 


“First Aid to Aged Bathrooms” was 
the title of a radio address delivered by 
William J. Lang, a well known Chicago 
contractor-dealer, on April 15 over sta 
tion WBBM, Chicago. This address 
brought home to all listeners the de 
sirability of bringing their bathrooms 
up to date. Mr. Lang began by stating 
that the United States has by far the 
greatest majority of automobiles and 
bathrooms in the world. He continued 
by saying: 

“People will put up with bathrooms 
that date back to the horse and buggy 
age, but they insist on keeping up with 
the latest streamlined models in auto- 
mobiles. By the way, have you ever 
thought of the difference in the service 
you receive from the bathroom as com- 
pared with the automobile? Compare 
the age of your bathroom fixtures and 
figure up how many autos these fix- 
tures have outlived. You would not 
buy a new car and run it until it fell 
apart on the street. And you should 
not wait until your plumbing fixtures 
act up before you consider replacing 
them. 

“Perhaps only a few minor changes 
would improve the appearance of your 
bathroom greatly. Many people fear 
that they cannot transform their bath 
room into an attractive room, except 
at great expense. Yet nothing could be 
farther from the truth. You will be 
surprised at the reasonable cost of 
modernizing at this time. The Na 
tional Housing Act affords a wonderful 
opportunity to pay for that moderniza 
tion too. So why not phone the master 
plumber who has been serving you in 
the past and make an appointment with 
him? 
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Architects: Ritter & Shay 
Plumbing & Heating Con- 
tractors: Huffman-WWolfe 
Supply House: 
H. Belfeld Company 








125 
TONS 


of South Chester Pipe 
for the U.S. Custom House 
Building at Philadelphia 


The impressive building shown above is but 
one of the many in which South Chester Pipe 
is installed. When you specify “Chester”, 
your judgment is backed by that of many of 
Americas biggest pipe buyers. “Chester” 
installations are noted for years of trouble- 
free service and our nearness to your mar- 
ket assures you of prompt and economical 


delivery. Write for full particulars. 


“Good enough” methods are not 
good enough for CHESTER 


South Chester Tube Co. 
CHESTER, PA. 
New York Office: 30 Church Street 
San Francisco 


Pittsburgh Los Angeles 


Fort Worth Tulsa 


CHESTER 


STEEL PIPE 


Houston 
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MILWAUKEE VALVE COMPANY 


FIG. 575 
UNION BONNET 
GLOBE VALVE 


with renewable composition 
disc and slip-on disc holder. 


This valve is recommended for 
installation where conditions 
demand the greater security 
and strength provided in MIL- 
VACO Union Bonnet Valves. 
Every detail of design and 
construction has been scienti- 
fically engineered to provide 
the utmost in operating effi- 
ciency during the entire life- 
time of the valve. 


The Slip-on Composition Disc 
Holder is guided by four sub- 
stantial guides insuring posi- 
tive disc alignment at all times. 
The Dise Holder will not slip 
off the stem when bonnet is 
removed with valve in wide 
open position. 


The Union Nut is full and 
heavy and all bronze parts are 
made of the finest grade of 
steam metal. 
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No. 509 


Swing Check Valve 
The MILVACO Swing Check 


Valve operates under a 
minimum of pressure and 
offers no restriction to the 
flow of the liquid. It has 
a balanced type disc and 
a vertical, self-cleaning 
seat 


The design permits easy 
quick disc replacement when 
necessary 











Manufacturers of “MILWAUKEE” Heating Specialties 
APPROVED Bronze Valves 


MILWAUKEE 


WISCONSIN 
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1004 Pages 
3-Great-Books in 1! 
Handy Size—8% x 11 
Bound in Morocco Grain 
(Imitation Leather) 


Revised Annually 





x x 


The 1936 edition will pay for itself many times during the coming year 


MANUFACTURERS’ CATALOGS are more DIRECTORY SECTION is so indexed and 
numerous, condensed and generously illustrated. cross-indexed that it requires only a moment to 
New items, changes in old lines, new specialties— locate any product in the industry. All products 


illustrated and described by manufacturers in the 
Catalog Section are designated by a © to permit 
quick reference. 

For 14 years the PLUMBING-HEATING 
CATALOG AND DIRECTORY has been recog- 


along with merchandising information and specifi- 
cations—all carefully indexed for instant reference. 


STANDARD TABLES AND RULES: 50 


pages are devoted exclusively to tables, rules, nized as the standard reference volume—covering 
charts, layout diagrams, trade discounts, how to the entire industry—and Where to Buy any Item 
figure radiation without tables, and much additional Required. 

time-saving and PERTINENT information that is This valuable new edition is filled with authorita- 
used daily in estimating jobs. All technical data tive and up-to-the minute information that will be 
are carefully indexed for your convenience. _useful and helpful every day during the year. 


DOMESTIC ENGINEERING COMPANY 


1900 PRAIRIE AVENUE CHICAGO, ILLINOIS 
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Domestic Engineering Catalog and Directory 
1900 Prairie Avenue, Chicago, Illinois 


We hereby authorize you to enter our order for one copy of the 1936 edition of the Plumbing-Heating Catalog and 
Directory for which we agree to pay five dollars upon receipt of the volume. 
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He will gladly furnish you with com- 
plete service—help you finance through 
the National Housing Act and he will 
furnish you also with all of the require- 
ments for a complete installation. Mod- 
ernizing your bathroom is just a prob- 
lem of simple arithmetic. Divide the 
cost of modernizing your bathroom by 
the length of service in years. Do the 
same for any other commodity 
have and the answer will be that you 
have paid less for your plumbing in- 
stallation. 

“But the only time you get quality 
service is when you pay the honest 
cost that is involved in the manufac- 
ture and installation of an honest prod- 
uct. Therefore, call a reputable, li- 
censed master plumber to suggest and 
aid you plan a happy and contented 
home by rejuvenating your bathroom 
and bringing it out of the horse and 
buggy age.” 


Nation- Wide 


A list of 


you 


radio talks made at state 
conventions of master plumbers has 
been issued by the Plumbing and 
Heating Industries Bureau. The loca- 
tions of the radio stations over which 
these talks were made indicate the 
wide territory which is receiving in- 


formation regarding our industry as 
a whole and the individual  con- 
tractor-dealer in particular. The 


list of stations includes: KSCJ, Sioux 


City, Iowa; WSUN, St. Petersburg, 
Florida; KOA, Denver, . Colorado; 
WSFA, Montgomery, Alabama; and 


WCSH, Portland, Maine. 


Design for Comfort 


Women’s interest in the everyday 
luxury of modern plumbing fixtures was 
shown in the radio address, “How We 
Modernized Our Bathroom,” which Mrs. 
Norman J. Radder delivered over 
WBBM, Chicago, March 26. 

Mrs. Radder began with these words: 
“We had one of those old fashioned 
bathrooms—hard to keep clean, space 
wasting and with fixtures that definitely 
dated the house as being at least fifteen 
years old. We now have a smartly mod- 
ern and colorful bathroom, compact and 
so easy to Keep clean that I will have 


many more welcome hours of leisure 
every week. 
“The old bathroom had no shower 


and this deficiency has been overcome 
with one of the new types of small, 
water saving showerheads which is ad- 
justable and which is non-clogging. 
The beautiful china lavatory has a very 
practical shelf about three inches wide 
across the entire back of the fixture. 
Into this shelf the faucets are placed 
at an angle. The closet is of the new 
type, so quiet in its action that it can- 
not be heard in the next room. 
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“Due to the fact that all of the fix- 
tures installed under the super- 
vision of a licensed master plumber, 
they should give us a lifetime of 
trouble-free service. I am delighted at 


were 


the ease with which the new bathroom 
can be kept clean. 
white 


The old bathroom 
that was most 
difficult because 
of the tracking 
of the young- 
We had a 
floor 


had a tile floor 


sters. 
rubber tile 
laid directly 
over the old tile 
floor. The weekly 
care of the new 
floor 
a wiping with a 
slightly damp 
cloth and a 
‘once over’ 
a wax mop to put it in shape. 
“As the lavatory and closet are both 


calls for 





Mrs. Norman Radder 


with 


china, they may be wiped off as easily 
as a plate. And the chromium plated 
faucets and accessories, of 
present no cleaning problem. 


course, 
All they 
ever need to keep them bright and lus. 
trous is an wiping with a 
damp cloth and a soft rubbing with a 


occasional 


dry one—no tiresome scouring or pol 
ishing. 


“Just use your imagination and think 


of all the more interesting things | 
can do now in the time I am saving 
in keeping the bathroom clean! Yes, 


indeed, there are many reasons for re 
placing old fashioned plumbing fixtures 
with the handsome new and 
clean equipment. The convenient time 
payment plan of the National Housing 
Act has made it possible for all of us 
to bring our bathrooms up to date.” 


easy-to 


Expanding Service 

The items which have printed 
in the preceding columns of this sec- 
tion what 
others are doing to help publicize the 
industry and advance it in popular fa- 
While the average individual con- 


been 


have given evidence of 


vor. 
nected with the industry may not have 
the opportunity to deliver a radio ad- 
dress over a nation-wide chain or 
write in praise of the business he rep- 
resents for a magazine or newspaper, 
the opportunity is available for him to 
publicize the advancement of our in- 
dustry and, at the same time, to adver- 
his own efforts and his own busi- 
ness establishment. 

Some contractor-dealers 
have done this. Evidence was found in 
these columns in last month’s issue of 
how a Buffalo called 
their industry and their 
forwarding to the local newspaper the 
story of an bath tub. The 
printed it at length 
was news and, by so doing, 


tise 


already 


firm attention to 


business by 


ancient 


newspaper some 


because it 





1QU 


sent in 
mind 
might 
like to avail themselves of this method 
of advertising and also boost their own 


the firm that had 
With the thought in 
contractor-dealers 


advertised 
the item. 
that other 


industry, a short item is featured in the 
following. The prepared 
that it is ready for your 
business letterhead and for forwarding 
The excerpt 
Story of the 


item is so 
copying on 
to your local newspaper. 
“The 
published by 


this month is from 
sath.’ a booklet 
ric ENGINEERING. 


DoOMES- 





In ancient times, the Saturday 


night bath was a form of civil- 
ized torture, for ancient peoples 
had a different idea of bathing 
than we have today. For in- 


stance, the people who lived in 


what is now Arabia cleansed 


themselves with sand. Imagine a 
tired husband coming home today 
and hot! 


Where's the sandpaper, | want to 


saving, “Gosh, I'm 


take a bath.” Soap was unknown 


until about three hundred years 


ago and consequently many 


strange used by 
dirt. 
the devices used, did re- 


methods were 


ancient peoples to remove 
Some of 
move the dirt, but there was just 
with 


disadvantage connected 


they 


one 
all of 
skin 

The 
to the 
man fell in the 


them, removed the 
too. 

bath dates back 
when a _ prehistoric 
lake. If the wa 
took 
founde 


very first 


time 


ter was shallow enough, he 
a bath 


of a 


and became the 
health habit, if 
The bath tub might be 


not, he 
drowned. 
considered a Greek invention and 


yet how different were those old 
bathing devices from the beauti 
ful bathrooms of today. The 


Greek tub was a bowl resting on 
a pedestal. While these tubs held 
enough water for bathing pur 
poses, they were not solid enough 
to hold the when 


wanted a bath in ancient Greece, 


bather so you 


stood on a stone slab beside 


and 


you 


the bowl poured water over 


vourself. 
idea of 


Rome developed the 


municipal baths to a high degree. 


The toman baths were very 
elaborate affairs and marvels of 
engineering skill. Wherever the 


Roman legions went, so did the 
Roman bath Ruins of these 
baths have been found in Ene 
land, Africa, Europe and Asia 
Minor. The largest bath covered 
one square mile of ground. A 
bath built by the Emperior Dio 
cletian had space to accommo 


date 3,200 bathers. Imagine how 


it looked on Saturday night 
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Index Up 





UD Sir oy), 


Heating Items Again Gain 


Home Bldg. Increases 





All Sections Show Gains 


© Wholesalers’ reports disclose March business 
Composite curve* moves up to 
points over 1935 


ruary, 31% above 
102.5, an advance of 


February was marked by a continua- 


tion of the outstanding increases in 
shipments of heating items. Steel boil- 
ers, for example, showed an advance of 


250 per cent over the same month of 
last year, while cast iron boilers 
showed an advance of more than 22 


per cent. Combined figures for Janu- 
ary and February show increases of 
from 25.0 to 113.5 per cent for heating 


items, and from 12.7 to 24.4 per cent 
for plumbing items. 
The February increases were suffi- 


cient to move the Composite Curve for- 
point. It now 
with 80.0 in 
year, an 


stands at 
Febru- 


advance of 22.5 


ward another 
102.5 as compared 
ary of last 
points, 

The slight decrease in February ship- 


ments of water systems is probably di- 
outstanding in- 
shown in the 
hand, 


plumbing fixtures and range boilers in- 


rectly traceable to the 


crease of 54.9 per cent 


previous month. On the other 


creased their gains over the previous 


year. 


Key Wholesalers 
Seventy-eight wholesalers reported an 
cent in 


average increase of 31.7 per 


March over the same month of the pre- 
January, the increase 
and in February, 30.9 


wholesalers re- 


vious year In 


was 35.2 per cent, 


per cent These same 


port an average increase of 24.5 per 
cent in March over the previous month 
of this year. These increases were en 
joyed in varying degrees in all sections 
of the country. 

Sixty 


ness to show 


April busi- 


nine expect 


wholesalers expect 


improvement, 
t business condition 


Aiysis 


"This index and an 


: thie 
in the plumbing and heating industry has beet 
developed by the Marketing and Reswarch Bureau 
The index is based upor shipments of stapi 


plumbing and heating items 





year ago— 


24% above Feb- 


it to remain about the same, and two 


expect a decline. 
New England:——-Seven wholesalers in 
this section report an average increase 
March over the 


of 15.1 per cent in 


same month of the previous year and 
an average increase of 26.1 per cent 


over the previous month of this year. 
Six of these wholesalers expect April 
to show an and the 
seventh expects the volume to remain 


about the same. 


improvement 


A te A FC 
NOINE ER /NG 
CURVE 


QOMEST 


lallar VA $5 (UA & 


OENF RAL 
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From Manchester, New Hampshire 
comes the report that the Amoskeag 
Manufacturing Company is now com- 
pleting reorganization and expects to 
start up very shortly, employing ap- 
proximately 6,500 people immediately 
and 1,500 to 2,000 additional shortly 
thereafter. Business should improve 
considerably in this territory as a 
result. Additional business is antici- 
pated in this territory through repair- 
ing the damage done by the recent 
floods. 

Middie Atlantic States:—Twenty-one 
wholesalers in this territory report an 
average increase of 21.8 per cent in 
March over the same month of the pre- 
vious year, and an increase of 23.2 per 
cent over the previous month of this 
vear. Fifteen of these wholesalers ex- 
pect April to show improvement, two 


Aug. Sep. Oct WNov. ee. 


LQ UuUMBING GC HEATING 
/ SFIS } 


™ (4 asf 


(bast — /923-/9X5 Average) 


The steady climb of the composite curve for the plumbing and heating industry 


continued 


February when a further increase of one point was registered. The 


index now stands at 102.5 
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SHIPMENTS OF PLUMBING AND HPATING ITEMS 
% Increase 
Total 2 Mos. '36 


February 2Months' over 
1936 1935 1936 2 Mos. '35 
Vitreous China Plumbing Fixtures 
EE EF rr 229.699 195,160 449,305 12.7 
Porcelain Plumbing Fixtures 
ES eee eee 1,730 1,236 3,320 21.2 
Cast Iron Boilers 
mimes GE POUMER ..w ccc cccccccccccs 14,392 11,768 31,301 25.0 
(ast Iron Radiation 
Thousands of ft. of Htg. Surface........ 2 O86 2,787 8,269 40.0 
Steel Boilers 
ok lees kb dee SOs ewe 705 298 1.339 113.5 
Domestic Water Systems 
ee 6,371 6,679 16,227 24.4 
ftange Boilers 
i Sr i ek es bow ee a eee ae ee 62,306 57,362 139,650 14.2 
Oil Burners 
gh EE ee a ae 7,095 4,610 14,531 61.1 
Mechanical Stokers (for residential, apart- 
ments and commercial use) 
ee Ce” Cs . 2b eee ees eekews 2,580 1,268 4,916 80.9 


FEBRUARY BUILDING PERMITS—25 Most Active Cities 


New Families New Non- Total 
Residential Provided re try ged (Including 
State and City Buildings For Building tepairs) 
MIDDLE ATLANTIC STATES 
New York 
New York City 
Se 1,266,500 360 1,468,000 4,168,899 
ES OPCS eas 275 694,400 2,715,228 
Ss dks ee Se Os ae ; 675,000 203 358,785 2,140,897 
ee a a i eS ee a eo 1,078,359 37 737,095 2,058,875 
Pennsylvania 
EE ee 180,700 44 28,850 398,064 
EAST NORTH CENTRAL STATES 
Michigan 
EE a ee : Saale 456,500 74 172,458 900,654 
Ohio 
be os ie ; 236.000 29 198,345 499,300 
Ee ee 120,950 12 0 130,759 
Wisc — 
iii 8 nie a ke og ee 9,352,000 1,279 128,255 9,613,132 
WEST NORTH CENTRAL STATES 
Missouri 
ER ee eee ee ee 157,000 43 3,090 190,100 


SOUTH ATL ANTIC “STATES 
District of Columbia 


Pe. cesteneeeeeees rere ree 1,759,810 461 298,190 2,280,681 
Florida 
SMCKBONVINIEG .....-ccccees errr ca 122,080 39 35,680 240.454 
MNES ee ie catia ashe de 1,292,500 340 169.184 1.852 » 5 Oe 
a 
CE ee ee verre sr Tee 120,000 30 1.530.700 1.822.320 
Virginia 
re sh eee ae 64 88 i 552,000 111 8,590 565,241 
WEST SOUTH C E NTRAL STATES 
Oklahoma 
CB a ee ee 175,600 48 1.065.190 1.270.190 
Texas 
ee eee eee eee ee ee ea 142,789 71 37,434 265.642 
i! cvterngaeeadeed oe cies ems 141.300 64 1. 800’: R54 2.106.280 
ee ee Sk esp 665,775 190 2,950,223 3,728,438 
MOUNTAIN STATES 
( ~—eeee 
Denv 216,100 15 54.550 335,485 
PAC [FIC ST ATE ss 
California 
Beverly Hills ee ee ee 140,000 28 21,350 189,735 
eg ea sn biel bes 172,075 44 $22,015 529,598 
Long Beac ee aioe Perec TTT 230,305 61 240,100 725,675 
coc ee teres eewerar 1,478,275 108 GVOS,187 3,120,178 
PEE © k:6'ey besa e este dens eaweges 220,657 52 55,792 170.259 
Sacramento ..... aaa es ale eee ' 116,762 23 1 76,000 953.192 
NS OS area 2 ee ee ee 259,570 16 52.984 362.175 
San Francisco ie a aia ce a 632,580 180 280.910 1.277.409 


remain about the same, business and likewise of purchasing. 


expect it to 
Jersey wholesaler re- 


and two expect a drop. A third New 

A New Jersey wholesaler reports’ ports that although they did not enjoy 
that their increase in volume is being an increase in March, April started 
absorbed by the decrease in out unusually well. Due to the cold 
percentage of esti- 


more than 
profit margins, and unless the situation weather, a large 
this whole- mates figured in January and February 


improves in that section, 
being delivered by this whole- 


saler feels that the year will show sorry are now 
results despite increased volume. An- saler. A 
other New Jersey wholesaler, a few ports that their first quarter 
miles distant from the one mentioned snowed a 30 per cent increase over 1955. 
above, reports that business seems to An eastern Pennsylvania wholesaler 
have settled into a steady movement in reports that their March sales volume 
their territory and that last fall's flurry was the best since 1931 and that their 
are settling first quarter showed a 20 per cent in- 
of crease over the previous year. 


Long Island wholesaler re- 
business 


is forgotten and people 
down to a much more regular type 


111 


South Atlantic States:—Six whole- 
salers in this section reported an aver- 
age increase of 40.9 per cent in March 
over the same month of the previous 
vear, and a 16.3 per cent increase over 
the previous month of this year. Five 
of these firms expect April to show 
improvement and the sixth expects it 
to remain about the same. 

East North Central States:—Nineteen 
wholesalers in this section report an 
average increase of 29.1 per cent in 
March over the same month of the pre- 
vious year, and an average increase of 
20.2 per cent over the previous month 
of this year. Fourteen of these whole- 
salers expect April to show an improve- 
ment, one expects it to be about the 
same and the other four made no com- 
ment, 

A central Michigan wholesaler states 
that they have been surprised at the 
amount of new construction under way 
in their territory. Their first quarter 
showed a 35 per cent increase over last 
vear. A southern Indiana wholesaler is 
complaining of profit margins. He feels 
that resale prices should be higher. A 
central Indiana wholesaler reports that 
their operating expenses for the first 
quarter increased 21.7 per cent over 
last year, and that their taxes increased 
31 per cent. Despite a substantial in- 
crease in volume, their first quarter 
profit was a little more than 1 per cent 
less than that enjoyed in the first 
quarter of last year. 

East South Central States: Three 
wholesalers in this territory report an 
average increase of 16.8 per cent in 
March over the same month of the pre. 
vious year and a 16.5 per cent increase 
over the previous month of this year. 
All three wholesalers expect April to 
show improvement. 

West North Central States: Eleven 
wholesalers in this section report an 
average increase of 51.6 per cent in 
March over the same month of the pre- 
vious year, and a 50.4 per cent aver 
age increase over the previous month 
of this year. Eight of these firms expect 
April to show an improvement, and 
two expect it to remain about the same, 
while the eleventh did not comment. 

A Kansas wholesaler reports that 
present conditions indicate satisfactory 
spring and early summer business un- 
less they get a dry period which would 
affect the wheat crop and to a certain 
extent affect their own volume of busi 
ness. A western lowa wholesaler re 
ports the outlook continues good and 
that a substantial volume of new homes 
is in progress and is contemplated, 
many of which are in rural sections 
A Minnesota wholesaler explains that 
their outstanding increase in March 
over the previous month is what would 
normally be expected at this period 

West South Central States: -Two 
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This map shows the average percentage of gain in the March business of key whole- 
salers in each section over the same month in 1935 


wholesalers in this section report an 
average increase of 65.0 per cent over 
the same month of the previous year, 
and a 30.0 per cent increase over the 
previous month of this year. Both firms 
expect April show continued im- 
provement, 


to 


Mountain States:-—-Three wholesalers 
in this section 17.3 cent 
average increase over the correspond- 
0 per 


report a per 


*>* 


ing month of last year and a 22 
cent increase over the previous month 
of this year. All three expect April to 
show continued improvement. 

A Montana wholesaler reports that 
several new chain stores have been 
opened in their territory. 

Pacific States:-Six wholesalers in 
this section report an average increase 
of 27.6 per cent the correspond- 
ing month of last year and an increase 
of 15.7 the 
month of this year. Four expect April 
and the 
pect it to remain the same. A 
California wholesaler reports that April 
should show a 40 per cent increase over 
the same month of last year unless the 
weather is rainy and in this latter case, 


over 


per cent over previous 


to show improvement rest ex- 


about 


COST OF BULLDING 


MSTIMATE!D 


(jeographt 


Pivision (estimated cost) 
be? 
February January 
Leah 936 change 

All Divisions ....$38,969,192 $33,874,084 415 
New England 584,550 1,252,757 53 
Middle Atlantic... 12,735,965 § $08,551 444 
East No. Central 11,238,980 10,196,090 +10 
West No. Central 586.057 911,396 85 
South Atlantic 5,320,264 3.507.838 +51 
Kast So. Central. 290,729 334.835 13 
West So. Central 2,260,461 2 734,460 17 
Mountain 541.009 386.878 19 
Pacifie 5.411.177 >.¢41,279 ” 


CONSTRUCTION 


New residentail buildings 


centagre February 


the increase would probably be reduced 
to 20 per cent. 


Air Conditioning 
Thirty utilities reported 133 installa- 
tions with 6,091.80 horsepower made in 


March of this year, which compares 
with 101 installations and 3,802.20 


horsepower in the same month of last 
This is an increase of 31.68 per 
in the number of installations 
60.22 cent increase in 


vear. 
cent 

and a horse- 
power. 

Combined figures for the first quarter 
show a 29.16 cent increase in the 
number of installations and a 6.03 
cent increase in the total horsepower. 

During March, Chicago showed a 
clean pair of heels to the rest of the 
country, with twenty installations ac- 
counting for a _ total horsepower of 
1,463.00. In installations, New York 
City followed with 15 amd Philadelphia 
was next with 10. In horsepower, Dal- 
las, Texas, ranks second with 813.00. 


per 


per 
per 


Oil Burners 


As is indicated in the shipment table, 
oil burners got off to a flying start with 


IN 1.413 IDE 
New 
nonresidential buildings 
(estimated cost) 


er- 
January centage 
193606 change 


February 
1936 1936 


0 $30,237,011 $34,244,252 11.7 


3 1,012,049 2,447,797 58.7 1,779,251 
s $4,415,224 8.237.819 16.4 6,200,045 
2 2,091,201 6,542,268 68.0 2,481,237 
ri 1,994,890 736.6624 170.8 584,732 
7 4,653,970 5,490,836 15.2 1,679,803 
2 2,412,612 1,703,815 $1.6 650,712 
M 6.950.496 3.725.769 ‘ 86.6 RO8,239 
8 542,708 950,115 - 2.9 435.876 
ri 6.163.861 1.409.171 34.8 2 923,176 


Additions, alterations and 
repairs Cestimated cost) 


$17,438,071 $19,771,902 
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an increase of 61.1 per cent for the first 
two months over the same period of 


last year. March permits in 48 cities 
were 2,173 as compared with 1,293 in 
the same month of last year, an in- 
crease of 68.06 per cent. Total permits 
for the first quarter in these same cit- 
ies, were 5,783 as compared with 3,609, 
an of 60.23 per cent. March 
shipments should, therefore, show a 
high rate of increase. 


increase 


Stokers 


As is also shown in the shipment 
table, stokers, too, are off to a flying 
start—the increase for the first two 
months is 80.9 per cent over the corre- 
sponding period of last year. Twenty 
cities report 208 stoker permits issued 
in March as compared with 89 in the 
corresponding month of last year, an 
increase of 133.70 per cent. These same 
cities reported 700 permits issued in 
the first quarter as compared with 377 
in the same period of last year, an in- 
crease of 85.67 per cent. A continued 
high level for shipment increases is, 
therefore, indicated for stokers, also. 


Building Construction 


As reported by the Department of 
Labor, a vigorous rise in home build- 
ing in February was offset by declines 
in other branches of construction. Re- 
ports from the principal cities in the 
country indicate that the value of 
buildings for which permits were 
sued during the month totaled $86,644.,- 
274, a decline of 1.4 per cent in com- 
parison with the January total of $87, 
890,238. The decrease was due to a fall- 
ing off of 11.7 per cent in the value of 
permits issued for new nonresidential! 
construction and a decrease of 11.8 per 
cent in the permits issued for additions, 
alterations, and repairs to existing 
structures. By contrast, the value 
new residential permits issued in Feb 
ruary advanced 15.0 per cent above the 
January level. 


Home Building Gains 189°; 
Although falling somewhat short 


January, the February rate of building 
construction activity was still far above 


is- 


of 


Ol 


NTICAL CITIES, JANUARY AND FEBRUARY, 1936 


Total construction 
(estimated cost) 


Per- bey 
January centage February January centare 
1936 change 1936 1936 chat 
11.8 $86,644,274 $87,890,238 14 
1,796,827 1.0 3,375,850 §.497, 381 - Sf 
5,587,266 +11.0 23,351,234 22,633,636 S 
4,893,213 —-49.3 15,811,418 21,631,571 ——26 
824.372 29.1 3,165,679 2,472,430 Ss 
2,649,240 36.6 11.654.0387 11.647.914 0 
(26.711 +-29.1 $3,254,053 2.465.361 oe. 
887,600 95 10,014,196 7.347.829 +36.3 
172,402 *, 1.519.593 1.809.395 16.0 
224,271 tO.8 14,498,214 12,384,721 1a] 
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DESIGNED ESPECIALLY 
FOR MODERN 
CONCEALED RADIATION 








SAVES TIME and FITTINGS 
—- MAKES A BETTER 
LEAKPROOF JOB 












NO. 475 IDEAL *) e—-_ 


(11) 
fh vhy 3-2 
No. 475 fits into LLL 
limited space un- | peg age | 
der Convector. ; “UUEL 






CONVECTOR 
GATE VALVE 


FOR STEAM @ VAPOR oe 






THIS IS ONE OF 4 TYPES OF 
PACKLESS VALVES MADE BY 


AMERICAN RADIATOR COMPANY 





For Balanced Heating on one pipe jobs— 


THE PERFECT VENTING SYSTEM 





FOR STEAM FOR VACUUM HE modern trend to concealed radiation brings a new prob- 
No. 5000 Variport and bed No. 5150 Variport and lem of installation. The limited space beneath the Convector 
No. 861 Hurivent No. 862 Hurivent calls for a valve of compact design. The new packless No. 475, 


companion to the now famous No. 375 Convector Gate Valve, is 
made to solve that problem. Like the No. 375, it is easy to install. 





USE THESE No extra unions or nipple are required. The valve is screwed 
directly into the Convector. The tailpiece is screwed onto the 
W stub. The tail nut is tightened—and the job is done. 
But in addition, the No. 475 has the advantage of packless con- 
VALVES struction. It never leaks, never needs repacking, will never be a 


source of trouble to you or your customer. It comes in 4 sizes, 
from 4” to 14%", each valve packed in an attractive, metal edged 
box. A short explanation of its many features will convince any 
customer of the wisdom of paying a few cents more for the extra 
protection and service the No. 475 gives. Order from your jobber— 
or write today to 





ACCESSORIES DIVISION 


AMERICAN RADIATOR COMPANY 


40 West 40th Street, New York. N. Y. 
Division of AMERICAN RADIATOR & STANDARD SANITARY CORPORATION 














IDEAL VARIPORT 


Adjustable venting valve with 
the name the public knows 


Arco Accessories 


ARCO HURIVENT 


A full half inch port vents mains 
in a hurry — without leaking AMERICAN RADIATOR CONDITIONING SYSTEMS 


ARE USED AS PART OF 
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the level of a year ago. The total value 
of buildings for which permits were is- 
sued in February shows an increase of 
86.8 per cent over the corresponding 
month of 1935. This gain was shared 
by all types of construction, but house 
building has scored the greatest im- 
provement. For new buildings of this 
type the value of permits issued in Feb- 
ruary was 189.5 per cent greater than 
in the corresponding month of last 
Measured in the same way new 

construction has _ in- 
per cent and a gain of 

is shown in additions, 
repairs to existing 


year. 
nonresidential 
creased 70.6 
26.7 per cent 
alterations, and 
structures. 


Metal Prices 


(Prices as of April 28, 1936) 
New Metal Market 
Tin—$46.75 cwt., New York. 
Electrolytic Copper— $9.50, 

cwt., delivered Middle West. 
Lead—-$4.45 cwt., St. Louis. 
Lead—$4.60 cwt., New York. 

Ingot 5 Ilb.—$4.95 cwt., St. 
Zinc—$4.90 cwt., St. Louis. 
Brass Ingot—Red—$9.25 cwt., c/1 deliv- 

ered. 
Yellow Ingot-——-$7.50 cwt., c/1 delivered. 
Scrap Metal (Dealers Buying Prices) 


Domestic—Fair. 


$9.625 


Louis. 


Composition and steam  brass—$6.00 
cwt. 
Strictly Heavy Yellow Brass Scrap, 


Cast-——$4.00 cwt. 
Mixed, Strictly Cocks & Faucets (In- 
cluding ball cocks, etc.)—-$5.25 cwt. 
Light Brass, Tubes, Pipe, Old Sheets, 
etc.—$3.50 cwt. 

Old Scrap Lead Pipe, etc.—$3.50 cwt. 

Copper, Sheathing & Roofing, free of 
nails—$6.00 cwt. 

Copper, Boilers, Tanks and other light 
materials—$6.25 cwt. 

Block Tin—-$40.00 cwt., f. o. b. Chicago. 


Earnings Rise 


A 33 per cent increase in combined 
earnings is shown by the first fifty-five 
leading industrial companies to report 
their first-quarter results. 
Combined earnings, less 
this group were $27,018,811 in the three 
months ended March 13, or in approxi- 
mately that period, as compared with 
$20,263,689 in the corresponding term a 


losses, of 


year ago. 

Encouraging 
posite gain in profit was the large pro- 
improving 
Of the 


are 


along with the com- 


portion of the companies 
their showing over a vear ago. 
fifty-five concerns results 
tabulated, thirty reported net incomes 
larger than in the initial quarter a year 


whose 


disclosed profits in place of 
losses a vear ago and three revealed 
losses that were lower than a year ago 

39 or 71 per cent showing improve- 
ment. 


ago, six 
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News 





News Note: Because of the need 
for greater space Knoedler & Mere- 
dith, one of the oldest plumbing and 
heating firms in Chattanooga, Tenn., 
recently moved to larger quarters at 
812 Chestnut St., in that city. In tell- 
ing of the change, John C. Knoedler, a 
partner in the firm, stated that plans 
for the remodeling of the front portion 
of the company’s new home are being 
prepared and that work will be begun 
at an early date. The plans include 
large show windows and several dis- 
play rooms, which it is hoped, will be 
completed no later than June 1. 

Mr. Knoedler anticipates an upward 
slant in construction locally due to the 
recent extension of the FHA plan and 
to the shortage of housing facilities in 
Chattanooga brought on by the hupn- 
dreds of newcomers in the city em- 
ployed by the Tennessee Valley Au- 
thority in the building of the huge 
Chickamauga Dam. 

* * *& 

News Note: Hajoca Corp., Philadel- 
phia, recently opened its new quarters 
in Newark, N. J., located at McCarter 
Blvd. and Miller St. Expanding busi- 
ness is one of the reasons for the 
change in location, the company indi- 
At the new location there are 
displays of both plumbing 
equipment, including oil 
under actual work- 


cates. 
complete 
and heating 
burners exhibited 
ing conditions. 

* * © 

News Note: According to a state- 
ment by Frank P. Harbin, sales man- 
ager, shipments of Fluid Heat Divi- 
sion, Anchor Post Fence Co., during 
March were more than 100 per cent 
above those for the same month of 
1935. Sales for the first quarter aré 
up 90 per cent, it is stated. 

* * & 

News Note: The National Radiator 
Corp. recently opened a warehouse in 
Newark, N. J., according to an an- 
nouncement from the executive offices 
in Johnstown, Pa. The new warehouse 
has been provided for the convenience 
of the corporation’s customers in 
metropolitan New York and “Staten 
Island areas and will supplement the fa- 
cilities previously afforded by its 
warehouse at Long Island City. 

» 7 bl 

News Note: “The 1930 census in- 
dicates that there are in this country 
approximately 6,250,000 rural homes,” 
it is pointed out in a recent statement 
by Herbert Abraham, president of The 
Ruberoid Co. “Of these it is estimated, 
on the basis of a real property survey 
by the Department of Commerce in 


1934, that approximately 62 per cent, 
or 3,875,000 houses, are in need of re- 


pairs. 
“The average life of a rural home 
building, with normal upkeep,” con- 


tinues Mr. Abraham, “has been vari- 
ously estimated at from 30 to 80 years. 
Taking an intermediate figure of 50 
years, the average amount of deteriora- 
tion each year in the 3,875,000 rural 
homes now in need of repairs is one- 


fiftieth of $11,625,000,000, or $232,500.,- 
000. For the six-year period since 


1929 this average amount of annual de- 
terioration is multiplied six times, 
bringing it to the huge total of $1,- 
395,000,000, or an average of $360 per 
house. 

“The current revival of activity in 
residential construction work is un- 
doubtedly due, in large degree, to the 
piling up of this tremendous backlog 
of needed repairs and replacements 
during the depression years. Home 
owners everywhere appear to be real- 
izing more fully that delayed repairs 
not only detract from the appearance 
and comfort of their homes, but steadi- 
ly reduce the value of their equities.” 


x * * 


News Note: The bonus payment un- 
doubtedly will have an influence on busi- 
ness, it is stated by the Guarantee Trust 
Co. of New York in a current issue of 
The Guarantee Survey, its monthly re- 
view of business conditions. 

The Survey says: “It seems likely 
that the construction industries will be 
among the principal branches of busi- 
ness to benefit by the bonus payments, 
and that the real estate market, espe- 
cially the market for individual dwel- 
lings, will be stimulated.” 

* * «* 

News Note: Northrup Plumbing & 
Heating Co., 623 South Front St., has 
plans for $4,500 store building to be 
erected at 521 South Front St. in 
Mankato, Minn. 

* ¢ *@ 

In announcing the ap- 
pointment of a new man to the sales 
staff of Thomas Devlin Mfg. Co., Bur'l- 
ington, N. J., Paul C. Bunker, advertis- 
ing manager of the 
out that this is a step in the companys 
expansion program which has_ been 
based upon definite anticipation of in- 
creasing business in the coming year 
“It is believed,” he states, “that mod- 
ernization and new _ building, 
have shown unmistakable vitality in re- 
cent months, will increase even more 
rapidly in the normally peak periods of 
the spring and summer.” 


News Note: 


company, points 


which 
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N. A. M. P. Program 


® Convention “by and for master plumbers” idea carried out 


Group meetings to have important place in program—Results 


of recently completed nation-wide survey on distribution to 


be made available 


The oft-repeated statement by Pres. 
George W. Frank that “the fifty-fourth 
annual convention will be by and for 
master plumbers” is exemplified in the 
program for the convention which has 
just been announced by the national 
office of the association. Only one out- 
side speaker has been invited, and he 
is a man who has worked closely with 
the plumbing industry over a long 
period of time. 

Especially noteworthy is the innova- 


tion of group meetings on the after- 
noons following the convention  ses- 
sions. These group meetings are for 


the purpose of discussing, in an in- 
formal manner, the basic problems con- 
fronting master plumbers. Each of 
these group meetings will be furnished 
with facts and figures leading to the 
solution of the problems under discus- 
sion, 

It is expected that the group meeting 
to discuss distribution will be of the 
utmost significance. Those who attend 
the group discussion will be furnished 
with the results of a recently completed 
nation-wide ’ made by the 
N.A.M.P. This covers’ the 
prices of certain groups of plumbing 
fixtures in various sections of the coun- 
try and indicates the wide variation in 
price range for identical commodities. 


survey 
survey 


In addition to the round-table discus- 
sion on distribution, there will be group 
meetings on overhead and discounts, re- 
search and testing, technical 
sions, and ordinances and regulations. 
secretaries, paid or volunteer, 
are invited to attend a Secretaries’ Con- 
ference which will be held between 2:00 
and 6:00 P. M. on Tuesday, June 23. 

The entertainment features of the 
fifty-fourth annual convention are con- 


discus- 


either 


sidered to be secondary in importance 
to the business sessions. The customary 
reception and dance on Monday, June 
22, will be followed by a 
cruise with suitable entertainment and 
diversions on Tuesday June 
23. On Wednesday a stag party will be 
given to the men in attendance at the 
convention, and the President’s Ball 


moonlight 


evening, 





A. M. P. annual con- 
vention will he held-—Hotel Statler. 
Buffalo, N. Y. The view at the left 
shows one section of the hotel’s lobby 
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Where the N. 





will take place on Thursday, June 25. 
The program as announced follows: 
PROGRAM OF THE NATIONAL ASSO- 
CIATION OF MASTER PLUMBERS 
FIFTY-FOURTH ANNUAL 
CONVENTION 

Business 


Saturday, June 20, 1936 


Ne€SSions 


9:30 a. m. Meeting of Board of Direc- 


1318, Hotel Statler. 


1936 


tors, Room 

Sunday, June 21, 

2p. m. Meeting of Board of Directors, 
Room 1318, Hotel Statler. 

Monday, June 22, 1936 

Buffalo Exposi- 


10 a. m. Opening of 


tion, 17th floor, Hotel Statler. 
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ll a. m. Meeting of Board of Direc- 
Room 1318, Hotel Statler. 


tors, 


Tuesday, June 23, 1936 


9:30 a. m. Opening session of 54th An- 


nual Convention, Ballroom, Hotel Stat- 


ler. 
Opening Ceremonies, George  H. 
Drake. 
Song—‘The Star Spangled Banner.” 
Invocation, Rev. W. M. Hopping. 


Introduction of Hon. George J. Zim- 
merman, Pres. George W. Frank. 

Welcome to Buffalo, Hon. George J. 
Zimmerman, Mayor of Buffalo. 

Response to Welcome, Vice Pres. Geo. 
H. Werner. 

Introduction of Mrs. F. C. 
er, Pres. George W. Frank. 
of Carnegie 
Scholarships. 


Kuetemey- 


Institute of 
Richard J. 


Conferring 
Technology 
Welch. 

Introduction — of 
Frank B. Lasette. 

Introduction of Charter and Honorary 
Members, Ed. L. 

Introduction of 
W. Frank. 

Appointment of Committees: <Audit- 
ing Committee, Fred H. Yuhl; Creden- 
tials Committee, Henry S. Blank; Mem 
Walter E. Eynon: 
Resolutions Committee, Fergus M. Mc- 
Loughlin; Reading Clerk, W. F. Clucas: 
Arthur C. Huck; 
Roy L. Noah, 


Past Presidents, 


Penfrase. 


Guests, Pres. George 


orial Committee, 


Sergeant-at-Arms, 
Asst. 

George E. Martinke. 

Report of 

Blank. 
Reading of Communications 

Resolutions, W. F. 


Sergeants-at-Arms, 
Preliminary Credentials 
Committee, Henry S. 
and 
Clucas. 





At the New York state convention. 


DOMESTIC ENGINEERING 

Report of the Scholarship Committee, 
Richard J. Welch. 

Report of the President, Pres. George 
W. Frank. 

Explanation of Group Meeting Plan. 


2:00 P. M. to 6:00 P. M. 


Group Meetings to Discuss Industry 
Problems: 

Distribution, 
Statler. 

Research and 
Room, Hotel Statler. 

Overhead and Discount, 
Hotel Statler. 


Chinese Room, Hotel 


Testing, Fillmore 


Parlor B, 


Secretaries Conference, Parlor (C, 
Hotel Statler. 
(NOTE: Printed facts and statistics 


will be available to participants in 


Group Meetings.) 


Wednesday, June 24, 1936 
9:30 A. M. 


Opening of Second Convention 
sion, Ballroom, Hotel Statler. 

Address on Federal Housing Adminis- 
tration, James D. Dusenberry. 

Report of Conference Committee, 
Robert J. Barrett. 

Discussion of Distribution. 

Report of Apprenticeship Committee, 
Charles E. Gawne. 
Research and Testing. 
Conference, 


Ses- 


Discussion of 

Report of Secretaries’ 
Peter J. King. 

Report of National Secretary, Henry 
J. Ritter. 

Report of 
Green. 

Report 
H. Yuhl. 


National Treasurer, H. O. 


of Auditing Committee, Fred 


- 


Top row, reading left to right: M. J. Kennedy, 


Brooklyn, past state president; Prof. W. S. L. Cleverdon, New York City, New York 
University: Jere L. Murphy, New York City, chairman, standardization committee. 


N. A. M. P.: and J. F. Larkin, Rome. 


Bottom row: Edward Daly, Albany. president. 


Albany association: Wm. F. Cassidy, Albany, chairman of state legislative committee : 


and Rov V. Dudley 





and A. F. Decker. both of Albany. sergeants-at-arms 





M ay, ] Ys ) 


Address, John Coefield, Pres., United 
Assn. of Journeymen Plbrs. and Steam 
Fitters of the U. S. & Canada. 


2:00 P. M. to 6:00 P. M. 


Group Meetings to Discuss Industry 
Problems. 

Distribution (Continued), 
Room, Hotel Statler..- 

Technical Discussion, Fillmore Room, 
Hotel Statler. 

Ordinances and Regulations, 
B, Hotel Statler. 

(NOTE: 
will be available 
Group Meetings.) 


Chinese 


Parlor 


Printed facts and statistics 
to participants in 


Thursday, June 25, 1936 
9:30 A. M. 


Opening of Third Convention Ses- 


sion, Ballroom, Hotel Statler. 


Memorial Services, Rev. Henry B. 
Laudenbach. General Chairman: Wal- 
ter E. Eynon, Edmond L. Kimble for 


Louis J. Petrie. 

Report of Standardization Committee, 
Jere L. Murphy. 

Discussion of Technical Subjects. 

Report of Sanitary Committee, A. R. 
McGonegal. 

Discussion of Ordinances and Regula- 
tions. 

Report of Plumbing and Heating In. 


dustries Bureau Committee, John J. 
Calnan. 
Report of Board of Directors, Vice 


Pres. Geo. H. Werner. 
Final Report of Credentials Commit- 

tee, Henry S. Blank. 
Report of Resolutions 

Fergus M. McLoughlin. 
Open Forum. 
Unfinished Business. 
New Business. 
Nomination of Officers. 
Balloting for Officers. 
Adjournment. 


Committee. 


ENTERTAINMENT PROGRAM 


Monday. June 22, 1936 


$:00 P. M. 


Reception and Dance, Ballroom, Ho 


tel Statler. 
Tuesday, June 23, 1936 


7:00 P.M. 


Moonlight Cruise, S. S. 
& B. Terminal. 


Seeandbee, 


Wednesday, June 24, 1936 
8:00 P. M. 
Stag Party. 


Thursday, June 25, 1936 
9:00 P.M. 


Ball. Ballroom. Hote! 


President's 
Statler. 
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Registration on opening day at the New York state convention. Foreground 


from left to right: Wm. A. 


Houseweller, Albany, convention committee: 


Henry J. Noord, Albany, retiring state secretary; S. Geo. Arnone, Bronx. 
state president-elect; and Joseph O. Stapf, Albany, retiring state president 


New York Has Full Program 


© Adequate legislation is seen as a need of the industry at New 
York convention—Closer cooperation with health officials to 
be sought—President Frank urges drive for increased mem- 
bership—S. Geo. Arnone selected president 


With sanitation, legislation and or- 
vranization as key topics and with some 
200 members and guests from all parts 
of the state present, the New York State 
Assn. of Master Plumbers held its forty- 
eighth annual convention at the Ten 
Kyck Hotel, Albany, April 20-22. 

Principal talks and discussions at the 
sessions were concerned with the nec- 
essity for better organization of all 
master plumbers in the state, the im- 
portance of new assure 
sanitation, the 
public to the dangers of faulty instal- 
and for changes 
in plumbing ordinances and the stricter 
enforcement of these ordinances. 

Among the guest speakers were Wil- 
president of the 
Commerce and 
HOLC; Chas. A. Holm- 
quist, director, division of sanitation, 
New York State Dept. of Health; and 
Roy S. Smith, director, Albany district, 
Federal Housing Administration. A fea- 
ture of the meeting was the address of 
National Pres. George W. Frank. 

The officers selected to lead the asso- 
ciation for the coming year are: S. Geo. 
Arnone, Bronx, president; Wm. D. At- 
kins, Schenectady, vice president; Chas 
H. Mentzinger, Brooklyn, treasurer; and 
Frank R. Roth, Bronx, secretary. 


legislation to 
need of educating the 


lations, the necessity 


Fitzsimmons, 
Chamber of 


liam E. 
Albany 
counsel for the 


resolutions 
One of 


A number of important 
were adopted by the convention. 
these directed the officers of the associ- 
state labor dept. 


ation to contact the 


and the several departments having 
charge of plumbing throughout the 
suggesting that all 
when ordering corrections of violations, 
leave with the 
ant a form noting the points to be cor- 
rected and informing the owner or ten- 
ant that when alterations or repairs to 
the soil, waste, vent, and water supply 
lines and plumbing fixtures are to he 


performed, these should be done only by 


state inspectors, 


property owner or ten 


licensed, registered master plumbers. 
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Adopted also resolution sug- 
gesting that the incoming officers com- 
municate with health and 
building departments throughout the 
state urging that they do everything in 


their power to bring about a periodical 


Was a 


boards of 


re-inspection of plumbing in all 


tions of the state. 


sec- 


The association went on record as be- 
enactment of na- 
providing for a na- 
holiday as a relief 


ing in favor of the 


tional legislation 
tional Saturday 
measure in the present economic situa- 
tion. This legislation would be effective 
two vears after its en- 
that this 
work that 


for a period of 


actment. It was pointed out 


would not affect emergeney 
might arise. 
Still another resolution concerned the 


use of lead in the plumbing system. 


Address by President Frank 
A highlight of the convention 
National 


Was a 
illuminating address by 
George W. 
took up the 
tional 
contronting the 


very 


Pres. Frank in which he 


topics of membership, ha- 
dangers 


and the 


association finance, the 


now industry 


value of organization in meeting these 


dangers He particularly emphasized 


the need for an increased membership 


and for maintaining the national fi 


nances in good condition. 


He called on each member present to 


make a determined effort to get other 


master plumbers in his territory into 


the association in order to make possi 
ble a thoroughly united industry which 


would militantly defend its rights 
coming na 


“We are on 


In connection with the 
tional convention, he said: 
the threshold of 
This annual 
little different 
attended. It is to be a 


our fifty-fourth annual 


convention. convention Is 


going to he a from any 


you have ever 


convention by and for master plumb 


ers... There is only one outside speaker 
that 


Administration. I 


on the program, and man is from 
the Federal Housing 
believe that the FHA has done a lot for 
and we should 


the plumbing industry 


accord them some recognition by givine 
them an opportunity of telling us what 


they propose to do in the future 





Left to right: Frank R. Roth. Bronx. secretary-elect of New York state association: 


Edward J. Farrell, Bronx: Robert Dick, New York City. Lead Industries Assn.: 


Arnold 


E. Petersen, Minneapolis, Minn., Minneapolis-Honeywell Regulator Co.: and T. A 


Nolan. Tarrvtow 1". 


ie we 
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Left to right: Henry D. Jost, Brooklyn; P. F. 
Hennessey, Oswego; A. Ziminski, Hempstead, L. [.; 


“The balance of the convention will 
be taken up strictly with the business 
with honorific 
which have become a tradi- 
tional part of conventions, and with re- 
alistic discussions of some of our prob- 
lems. Everyone who has anything 
to say on any subject pertaining to the 
conduct of be given 
free and full opportunity to express his 


of the association, those 


exercises 


our business will 
ideas.” 

The regular 
preceded by an executive meeting of the 
officers on April 20, was called to order 
on the morning of April 21 by Pres. 
Jos. O. Stapf. Following the singing of 
“America” by the assemblage, the Rev. 
Joseph A. Morahan of Albany gave the 


convention, which was 


invocation. 


Welcomes Convention 

Mayor John Boyd Thatcher of Albany 
then welcomed the convention to the 
city. Mayor Thatcher pointed the 
necessity of good plumbing to the wel- 


out 


fare of the community and drew a com 
parison the 
plumbing to the health of a 
the importance of arteries to the human 
body. He said that examina- 
tions of plumbing installations should 


between importance of 


city and 
periodic 


be made just as the human body should 
be periodically examined by the physi- 
urged that the plumbing in- 
stress to the the 


examinations in 


cian. He 
dustry im- 


the 


public 
portance of such 
prevention of epidemics. 

Matthew J. Kennedy, past state presi- 
dent, praised the mayor his 
understanding of the situation, 
and said that the mavor’s talk should 
serve as an inspiration for the plumbing 
fraternity of city and 
solicit the help of the 
city officials in educating the public to 
the proper plumbing, and 
of obtaining and enforcing building or- 
would insure complete 


for close 


present 


each town to 


mayor and of 


necessity of 


dinances which 
sanitary protection to its citizens. 
Following this Edward J. Daly, presi- 
dent of the Albany Master Plumbers’ 
Assn. extended a hearty welcome to all 
of those who had come to Albany to 


attend the convention 


dent, Nassau County association 


Wm. E. Fitzsimmons, president of 
Albany Chamber of Commerce and coun- 
sel for the Home Owner’s Loan Corp. 
then addressed the meeting, telling of 
the work of the HOLC and how the 
price of real estate had been pegged. 
He said that at the present time this 
agency had loaned over $3,000,000,000 
which involves 40 per cent of all exist- 
ing home mortgages. Mr. Fitzsimmons 
pointed out that this had been of vital 
importance to the plumbing industry as 
it had saved real estate from reaching 
a completely demoralized level. 

The auxiliary, which meeting 
with the members of the master plumb- 
ers’ association was welcomed by Pres- 
ident Stapf, who lauded the auxiliary 
for the wonderful work it is doing along 
the lines of sanitation. Mrs. Roy V. 
Dudley, president of the Albany auxil- 
iary, introduced to the convention Mrs. 
Wm. W. Metcalf, president of the state 
auxiliary, who outlined before the meet- 
ing the work that this organization is 
carrying on. Frank F. Schimpf, chair- 
man of the convention committee, pre- 
sented flowers to Mrs. Metcalf and Mrs. 
Dudley, as a token of appreciation from 
the for the work of 
the auxiliary. . 

Henry J. Noord, state secretary, then 
read the roll-call of past-presidents of 
the association. Those present were: 
John E. Dugan of Albany; Jere L. Mur- 
phy, New York City; William J. Flynn, 
New York City; Harry A. Bareham, 
Rochester; Matthew J. Kennedy, Brook- 
lyn; and Henry J. Ritter, Buffalo. Ar- 
riving later at the convention were: 
Frank B. Lasette, New York City; Geo. 
H. Drake, Buffalo: Alexander Auchin- 
achie, Binghamton; and Geo. W. Frank, 
Buffalo. 


was 


state association 


Appointments 

After the report of the convention 
committee had been presented by Frank 
J. Schimpf, President Stapf appointed 
Wm. D. Atkins, reading clerk, and An- 
thony F. Decker and Roy V. Dudley, 
sergeants-at-arms. He appointed 
the following committees: resolutions, 
Jacob Stockinger, W. F. Clucas, Charles 


also 


Edward Seltzer, Hempstead, L. I. 


Hallorhan, Brooklyn; Ellis Jungman, Manhattan; John R. Harper, Rome; T. M. 


and Wm. Jacobi, Floral Park, L. IL. presi- 


Hakes and Edward Snyder; credentials, 
Arthur Evans, John T. Sims and F. H. 
Rinehart; auditing, Edward J. Daly, J. 
F. Egan, and T. M. Hennessey; and me- 
morial, William Ludlow, George Mollen- 
koph and Richard Healy. 

In his report on the activities of the 
association during the past year, Pres- 
ident Stapf told of the formatien and 
strengthening of several locals. He em- 
phasized the importance of increasing 
the membership and said that the work 
to be done required a united front. 
Every effort should be made to consoli- 
date dual associations in the same lo- 
cality, he urged, as this is to the best 
interests of all. 


Suggests Change in Zoning 

He suggested that a slight change be 
made in the zoning of the state and 
that zone 4 be eliminated because of 
the few master plumbers located in this 
area, and that this zone be consolidated 
into the territories of the surrounding 
zones. 

“Elimination of Health Hazards 
Caused by Faulty Plumbing Installa- 
tions and Fixtures” was the subject of 
an address by Chas. A. Holmquist, di- 
rector, division of sanitation, New York 
State Dept. of Health. Mr. Holmquist 
pointed out that the state department 
of health has supervision over the water 
supply of 90 per cent of the people of 
the state. 

He said that there 
type of rigid control and inspection of 
all plumbing installations and some 
way for testing and approving plumb- 
ing fixtures and devices. He reported 
that his department has started the in- 
spection of several state buildings, and 
gave some results of the inspection of 
several hospitals in which were found 
an appalling cross-connec- 
tions and instances where devices were 
subject to back-siphonage. The inspec: 
tion of a large building is a slow and 
indicated 


should be some 


number of 


expensive proposition, he 
However, impetus is being given to this 
work by the decision of the government 
to go ahead with the testing of the fed 
eral buildings in the cities of New York 
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PATENTEO PATENTS PENDIA 


That’s why more and more plumbing contractors are getting in 
touch with T/N wholesalers and stocking, recommending and in- 
stalling the T/N throughout their community. Made of the finest 
twice-fired vitreous china, the T/N does not have to be attached 
to the wall. In corners, under windows and staircases, anywhere 
installations are possible. Wherever quietness is to be considered, 
the most satisfactory answer is always a T/N. Among the many 
other T/N features are included non-overflow prevention, atmos- 
pherically vented ball cock to prevent water supply contamination, 
and a special regulating stop to permit volume regulation of water 
under all pressures. Available in a wide variety of colors, mod- 
ern in appearance, design, engineering principle and construction, 
the T/N is priced to meet the budget of the modest home. 


T/N ONE-PIECE WATER CLOSET 


W. A. CASE & SON MANUFACTURING COMPANY Founded 1853 
Dept. F-56, 31 Main Street, Buffalo, N. Y. 


Please send me complete descriptive literature and helpful data on the 
T/N One-Piece Water Closet, both for REMODELING and NEW HOMES. 
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MEANS AN EXTRA 
PROFIT FOR YOU 























OW, for plumbers, two profits where only one 





“grew” before! 

Weisway Cabinet Showers make that much-desired sec- 
ond bath easily possible, even in homes of very moder- 
ate size. And Weisway national advertising —in general, 
architectural and building publications-—is getting the 
news to the public in attention-compelling fashion. 


Among the thousands who have already responded to 
this advertising are many active prospects right in your 
community. Tie your 
store to this cam- 
paign. Use our dis- 
play and promotion 
material. Sell the cab- 
inet shower the pub- 
lic knows—the show- 
er with outstanding 
exclusive features, 
such as the foot-grip, 
no-slip floor. 


Here isa new source 
of profit you cannot 
afford to ignore. 
New building and 
modernizing have 
created a tremen- 
dous market. Ask 
your jobber - ofr 
write direct for full 
details, immediately. 











‘ . ™ 
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HENRY WEIS MANUFACTURING CO., INC. 


ESTABLISHED 1876 
CABINET SHOWER DIVISION, 504 OAK ST., ELKHART, IND. 


Colinet WEISWAY Showers 
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and Detroit. He said that he felt that 
this would create much public senti- 
ment for the testing of all federal build- 
ings, all state buildings, all local gov- 
ernment buildings, and, finally, all pri- 
vate buildings. 

Mr. Holmquist told of the plan of set- 
ting up in Albany in the near future, 
a testing laboratory, similar to those 
already in operation in several cities of 
the United States, to further stress the 
necessity of proper plumbing to the 
people of New York state. Mr. Holm- 
quist was given a vote of thanks for the 
work he is doing for the plumbing in 
dustry. 

George Meany, American Federation 
of Labor, New York state, talked to the 
convention on the necessity for greater 
cooperation between the journeymen 
and master plumbers, and said that this 
would bring greater prosperity to both. 


Water Heater Campaign 

An illustrated talk telling of the op- 
portunities of master plumbers to sell 
gas water heaters was given by J. H. 
Van Aernam, of New York Power and 
Light Corp., state chairman of the A. 
G. A. E. M. gas water heater contest. 
Mr. Van Aernam told of the gas water 
heater contest now under way and ex- 
plained how master plumbers can enter 
this contest. 

Robert Dick of the Lead Industries 
Assn. gave a talk and showed a motion 
picture on the use of lead in plumbing 
installations. 

The activities of the Federal Housing 
Administration and the aid which they 
have provided the plumbing and heat- 
ing industry were discussed by Roy S&S. 
Smith, director, Albany district, FHA. 
He stated that on new construction 
financed under FHA, three times during 
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the erection of the building, inspectors 
of the FHA check on the materials and 
installation to see that they conform 
with the specifications. This, he indi- 
cated, is a protection which, by pre- 
venting poor workmanship and ma- 
terials from passing, helps to make cer- 
tain that licensed plumbers do the 
plumbing work. 

Mr. Smith pointed out that FHA of- 
fered the master plumber an opportu- 
nity, under the extension of Title I fo 
modernization and Title II for new con- 
struction, in that he could promote the 
sale of a job with the assurance that 
his money would be forthcoming upon 
the completion of the work. 

Wm. E. Flynn suggested to Mr. Smith 
that the FHA promote some action, na- 
tional in scope, that would grant tax 
exemption for five years on the in- 
creased valuation which modernization 
would provide, in order to give greater 
incentive for the property holders of 
the country to go ahead with this work. 

Ed L. Penfrase, past secretary of the 
N. A. M. P., then was introduced and 
discussed the dangers of faulty plumb- 
ing installations from the _ sanitary 
angle. He suggested the changing of 
plumbing laws to make water lines for 
drinking purposes entirely separate 
from the water supply lines for sani- 
tary and waste removal purposes. 

In his report as chairman of the 
standardization committee, Jere L. Mur- 
phy told of the work being done by that 
body. Mr. Murphy told of the work ac- 
complished in getting the Board of 
Standards and Appeals to “declare that 
water piping was plumbing.” 

He cited the necessity for some stand- 


ard rules on venting throughout the 
country, and said that he believed it 
was necessary to revise the Hoover 





Photographs taken at the New York convention. 


E. Doscher, Jacob F. Eck, and Jacob Stockinger, all of Queens. 


Top row, reading left to right: 
Robert R. Licht, Wm. Robitzek, and J. F. Egan, all of Bronx; John F. Rogers, Geo. 


Bottom row, reading 


left to right: A. B. Cavanaugh, president, Syracuse association; W. R. Spicer, executive 
committee, Syracuse association; F. H. Rinehart, vice president, Syracuse association: 
Bob 


Pearson. executive committee. 


Syracuse association: 
T. J. Cronin, both of Binghamton 


Auchinachie and 


Alex 
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plumbing code, and that he believed the 
finest code in the country today was 
the one passed on at the national con- 
vention in 1933 at New Orleans. 

Wm. J. Flynn, director of the N. A. 
M. P. said in his report that he believed 
the biggest need of the industry today 
is adequate legislation. He urged that 
some united effort be started to see that 
the plumbing industry be represented 
in the law-making bodies, to sponsor 
necessary and helpful legislation and to 
fight against detrimental legislation. He 
stated that a united effort by the mas- 
ter plumber, was all that was necessary 
to assure distribution of plumbing ma- 
terial through the established lines of 
manufacturer, to wholesaler, to master 
plumber to consumer. 

The zone delegates then presented the 
reports of the activities in their various 
zones, these delegates being: John F. 
Rogers, Frank R. Roth, William D. At- 
kins, Thos. J. Cronin, L. C. Gresens and 
John Schnitt. 

Following this the following  pre- 
sented their reports: John D. Cooley, 
chairman of the sanitary committee: 
veo. L. Greene, chairman of the educa- 
tional committee; Thos. J. Whalen, 
chairman of the apprenticeship com- 
mittee. 

In his report on the work of the ieg 
islative committee, Wm. F. Cassidy, 
chairman, told how this committee goes 
over every bill that is introduced in the 
legislature, to see if it has any part in 
it that would affect the plumbing in- 
dustry. 


Cleverdon Talks 

Prof. Walter S. L. Cleverdon, associ- 
ate professor of sanitary engineering, 
New York University, told of the new 
four year course being started in sani 
tary engineering next fall at New York 
University. Prof. Cleverdon thanked 
the members of the association for the 
close harmony it had given him and 
the university in the formulating of this 
course. 

Wm. Ludlow presented the report of 
the memorial committee. As tribute to 
those who had passed on during the 
past year, the session stood, while Mr 
Ludlow recited a poem in memoriam. 

The report of the auditing commi! 
tee was given by Edward Daly, and 
Henry J. Noord and Charles F. Ment- 
zinger gave their reports as state se 
retary and state treasurer, respectively. 

A rising vote of thanks was given to 
Jos. O. Stapf and Henry J. Noord, for 
their work as president and secretary 
during the past year, following which 
the new president, S. Geo. Arnone. 
closed the business sessions. 

On Wednesday evening the 
dinner dance and entertainment was 
held in the Grand Ball Room of the 
Hotel Ten Evek. 


annua! 
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Massachusetts Meets 


® Water pollution chief consideration of convention at Boston 
—Educational problems discussed—John J. Downey elected 


president 


The fifty-third annual convention of 
Massachusetts State Assn. of Master 
Plumbers, held on April 20 at the Cop- 
ley-Plaza Hotel in Boston, had, as its 
outstanding consideration, the impor- 
tant subject of water pollution and the 
elimination of cross connections. New 
officers elected at the convention were: 
John J. Downey of Boston, president; 
Ralph E. Pierce of Leominster, vice 
president; Franklin E. Darling of Fall 





Left, Philip S. Bailey, North Scituate, re- 
tiring president; right, J. Preston Perham, 
West Roxbury, reelected treasurer 


River, secretary; and J. Preston Per- 
ham of West Roxbury, treasurer. Dele- 
gates to the national convention also 
were chosen. They are John J. Dow- 
ney, Philip S. Bailey and J. L. Swenson. 
Neils Jepsen was elected first alter- 
nate and William J. Kelley, second al- 
ternate. 


Committee on Water Polution 

Under President Bailey’s administra- 
tion there was added to the regular 
list of committees, a committee on 
water pollution and cross connection 
elimination. This committee was placed 
under the chairmanship of John J. 
Downey and included in its member- 
ship experts on 
side the state association. 
mittee also was formed under the chair- 
manship of William <A. Bradford to 
study the subject further. 

Mr. Downey delivered a detailed re- 
port on the organization of his commit- 
tee and of its activities. He stressed 
the point that its work is being carried 
on in cooperation with the state board 
of health and the department of plumb- 
ing examiners. Mr. Downey explained 
that the purpose of the committee is a 
state-wide educational program to ac- 
quaint the citizens of the state with the 
seriousness and prevalence of 
connections and back siphonage and the 
public 


from out- 


A sub-com- 


the subject 


CTOSS 


menace of these conditions to 


drinking 


health. It was indicated that plans are 
on foot to set up a permanent, portable 
demonstration exhibit to show these 
dangers. Mr. Downey that it 
was hoped that a lecturer could be ob- 
tained who would be trained to speak 
on the subject service clubs, 
women’s organizations and other 
ilar bodies of people who are interested 
in the betterment of public health. 
Mr. Bradford gave an illustrated lec- 
ture along the line of thought. 
Most of the slides Mr. Brad- 
ford had been prepared especially for 
use by the association’s committee. 
This lecture vividly showed how im- 
proper installations could result in con- 


stated 


before 
sim- 


Same 
used by 


tamination. 

A particularly effective consideration 
dealt with the action of siphonage and 
showed how this could take 
place in incorrect plumbing in such a 
way as to siphon impure and contam- 
inated water out of bath tubs, lava- 
tories and toilet bowls directly into the 
water private and 
public buildings. The talk illustrated 
also the terrific power of atmospheric 
pressure in the presence of a vacuum to 
The speaker went 
conditions 


action 


system of 


produce siphonage. 
on to that 
in water pollution are not confined to 
old buildings. He that 
care in the designing and installing of 
plumbing must be taken if similar con- 
ditions are to be avoided in modern 
buildings. 

Mr. Bradford 
that while the campaign does not have 
for its purpose the creation of extreme 


state dangerous 


said constant 


brought out the point 


does hope to place people on 


Dangers 


fear, it 
their guard. 
construction of integral bowl and tank 
combinations, from inlet 
from bar and soda fountains, from hos- 
pital sterilization equipment and other 
apparatus which involves plumbing was 
brought out also. 

It was indicated that so far the work 
of the has concerned 
largely results of pollution 


from improper 


side bowls, 


committee been 


with the 
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rather than its prevention. As the work 
of the committee progresses, prevention 
will become more and more the subject 
of its activities. 

KE. L. Penfrase of New York, chairman 
of the national research 
committee on water pollution, addressed 


association’s 


the convention also. It was brought 
out at this time that the Massachu- 
setts association has long been inter- 


ested in this field, for it will be remem- 
bered that it worked out, in conjune- 
tion with the Massachusetts Institute 
of Technology, two day short courses on 
sanitation a few vears ago. 

One feature of the convention 
the fact that the present national presi- 
dent and two 
the platform. P. W 


was 


past presidents were on 


Donoghue, one of 





Left. F. 


EK. Darling, Fall River, secretary- 
elect; and Richard J. Welch, Lowell, chair- 


man of the N.A.M.P. scholarship committee 


the past presidents, assumed the chair 
introduce both President 
Pres. George H. Drake 


in order to 
Krank and Past 
Mr. Drake spoke briefly on the progress 
that 
vears in association activities and gave 


has been made in the past six 


reminiscences of the Boston con- 


1920. 


SOME 


vention of 


Talks on Distribution 

The 
was the 
Krank for his address. He declared that 
vital 


general subject of distribution 


topic chosen by President 


distribution was the most prob- 
lem which now faces the industry. He 
that 


recognized 


brought out while, in many in 
distri- 
still 


many of the largest manufacturers deal 


stances, channels of 


bution have been endangered, 


only through organized channels. Presi 
dent Frank stressed the fact that con- 





Left to right: E. N. Coggeshall, Westport; Elliott Tarr, Gloucester; Mark E. Green 


leaf. New Bedford: Leonard Hickman, Newton: R. E. 


Pierce. Leominster. elected 


vice president; and Walter Ileg. Fitchburg 
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should concentrate all 


these 


tractor-dealers 
their buying on 
and recognized jobbers. 

He stated also that definite evidence 
is centered in the nation wide research 
conducted by the national 
on the fact that the price level and the 
plumbers is 


manufacturers 


association 
discount rate given to 
higher in localities which 
least from promiscuous distribution on 


those suffer 


the part of jobbers. 


Joseph J. Crotty, vice president of 
the Central Foundry Co., was another 
speaker who addressed the convention 
briefly. 


Tells of Scholarship Work 
Richard Welch of Lowell, chairman 
of the scholarship committee under the 
figures 
this 
He stated that whereas for- 


national association, gave some 
which related to the work done by 
committee. 
merly, the committee financed the edu- 
cation of eight young men at Carnegie 
Tech, there are now only three receiving 
such benefits. Mr. Welch said that at 
the national convention in Buffalo 
more names will be added to the group. 

G. Walter Thompson, a member of the 


chairman of 


two 


and also 


the state board of plumbing examiners, 


state association 


gave a detailed account of his work. He 
stated that at the present time, 24 cities 


and towns in Massachusetts have 
adopted the state plumbing laws. Two 
field agents are now at work and Mr. 
Thompson indicated that one more 
worker was hoped to be added to the 
force in the near future. 
Legislative Report 

James G. Gillespie, chairman of the 


legislative committee, spoke briefly. In 


this report he gave an account of the 


work being done and accomplished by 


his committee. Mr. Gillespie also out- 
lined the activities being carried on by 
the committee to secure favorable laws 
unfavorable legislation 
the 


showed a 


and to combat 
The 


Perham. 


report of treasurer, J. Preston 


successful vear with 


all financial responsibilities assumed 
and paid, with a substantial surplus re- 
the Vice 


dent Downey gave a report on the year's 


maining in treasury Presi- 
activities of the board of directors. The 
report took the form of a review of each 
of the eight 
service then was conducted by William 


meetings. An impressive 
J. McAuliffe in memory of the six mem- 
bers of the association who had passed 
on during the year. 
the morning and afternoon 
of the convention a luncheon 
This proved to be not only 
but an entertaining 
Final event of 
the convention and a fitting close to a 
banquet held 
the form of 


Between 
sessions 
was served. 
a delightful meal 
social occasion as well. 
valuable meeting 
in the evening which 


Was a 
took 


a family party 
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Arkansas Masters Meet 


© Sanitary plumbing code for state is adopted at annual conven- 


tion—FHA and national association activities discussed 


officers reelected 


Members from practically every city 
in the state were present at the annual 
convention of the Arkansas’ State 
Master Plumbers Assn. held in Little 
Rock, Ark., April 13 with headquarters 
at the McGehee Hotel. Pres. Hickey 
Himstedt presided at the _ sessions, 
which were well attended and were fea- 
tured by support on the 
part of the delegates for the program 
adopted for the coming year. 


enthusiastic 


Plumbing Code Adopted 

One of the principal actions of the 
association at the convention was the 
adoption of the sanitary plumbing code 
which was proposed in a report of the 
legislative committee, by its chairman, 
Fred Micklish. The proposed code is 
to be presented to the Arkansas state 
legislature at its next session, and the 
support of this measure by all master 
plumbers in the state was urged. This 
code, which has the approval 
of the state health officer, places the 
installation of all plumbing, except re- 
under the su- 
pervision of the state health officer and 
of a board of six master plumbers and 
six journeyman This board 
is to be appointed by the chief health 
officer of the Also, it outlines 
the requirements for plumbing installa- 


already 
pairs in an 


emergency, 


plumbers. 


state. 


tion, 
All officers were reelected for the 
coming year, these being Hickey Him- 


stedt, Little Rock, president; W. R. 
Pope, Helena, vice president; Al Bor- 
man, Hot Springs, treasurer; and Joe 
H. Bilheimer, Little Rock, secretary. 
Mr. Borman and Mr. ,Bilheimer were 
elected for their fifteenth consecutive 


elected 
Buren, 


of directors 
Shirley, 


The board 
consists of: G. W. 


terms. 
Van 





Officers of the Arkansas association, reading left to right: 


Rock. president; 





All 


chairman; Fred Micklish, Jonesboro: 
and George Martin, El Dorado. 
Speakers at the sessions included 
Haley M. Bennett, Little Rock, associ- 
ate director of the Federal Housing 
Administration for Arkansas, who, in 
an address on “FHA and Its Benefits 
to the Master Plumbers,” gave a com- 


plete explanation of the operation of 
FHA; C. L. Jones, Little Rock, who 
spoke on “Modern Plumbing Fixtures 


and Modern Plumbing;” J. J. Cosgrove, 


Tulsa, Okla., past president of the 
Oklahoma state association, whose 
topic was “Organization and Coopera- 


tion of the Master Plumber;” and E. 
L. Kimble, New Orleans, La., national 
director, who in his talk on “The Na- 
tional Assn. of Master Plumbers,” de- 
tailed the benefits given by the N. A. 
M. P. to its members and to the trade 
in general. 


Sponsor Membership Drive 

A resolution was adopted by the con- 
vention sponsoring a membership drive 
for both former and new members and 
a committee consisting of nine mem 
bers from different zones was ap- 
pointed to carry on this drive. 

Under the heading, “good of the as- 
sociation,” member present 
spoke on some subject of vital inter- 
est, the principal topic being direct-to- 
selling. National Director Kimble 
was requested to place before the na 
tioral the comments of the 
Arkansas members on that 

Delegates elected to the national con- 
vention were Hickey Himstedt and Joe 
H. Bilheimer. Little Rock was selected 


every 


you 


officers 
subject. 


as the city for the next annual con 
vention, which will be held in April 
1937. 





Himstedt, Little 
Al Borman, Hot Springs, treasurer: and Joe H. Bilheimer, Little 


Hickey 


Rock, secretary 
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Lhere 7s NO Substitute for QUALITY Permanent Heating 


Comfort Assured 
this Washington, D.C. 
Library by— 
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HEATING 


Ayper Near SYSTEMS 


* @ * | 
| ustration shows the Georgetown Branc 
Sink Fitting _—__lilustration shows the 6 Branch 
| 
| 


Library, Washington, D. C., which is equipped 
with a Sarco Vapor Heating System with boiler 














A trouble-free faucet that sells return trap and a Sarco Temperature Regulator 
itself to people tired of replacing | —°™ the water heater. 
washers. The SuperSeat Metal Sarco Heating Systems have proven their 
Seat Ring is immune to hot water, en — ——- in so _— _ 

: ildi that t 
will outwear many rubber seat in an Sate Me canada 

. / ; safe in installing “Sarco, especially as a 

washers, and is easily replaced if | responsible old concern stands ready to back 
ever necessary. | you, without question 


; ibble. 
Renewable sleeve slips out of 7 


body like a pencil in your pocket. 
This idea of permanence has in- 


Fine materials and 
facilities alone could 
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Oklahoma Seeks Code 


© Masters, in thirty-fourth annual convention, appoint special 
committees to sponsor state plumbing code and to start drive 
for reinspection of state and municipal buildings—Sam Rice 


named president 


Amid the noise and hurry of an 
army of workmen erecting than 
150 new oil rigs within the city limits 
the grounds of the Okla- 
capitol building in Oklahoma 
Pres. A. H. Moore sounded the 
gavel which formally opened the thirty- 
fourth annual the Okla- 
homa State Assn. of Plumbers 
on April 13. Some 100 members, visi- 
tors and guests were present. 

The meeting was featured by discus- 
sions on the need for a state plumbing 
and the appointment of special 
committees to sponsor such a code and 
upon the reinspection of all 
and municipal buildings and in- 
stitutions. Speakers at the meeting in- 
cluded H. O. Green, treasurer of the 
national association; Dr. Walter H. 
Miles, chairman of the Oklahoma City 


more 


and around 
homa 


City, 


convention of 
Master 


code 


to insist 


state 


Board of Health: C. B. Nash, vice 
president of Standard Sanitary Mfg. 
Co.;: and H. A. Clauson, Lead Indus- 


tries Assn. 


Election of Officers 

The officers resulted in 
the naming of Sam A. Rice, Oklahoma 
City, as president. Other 


election of 


officers 


elected were: Grady Blackstone, Altus, 
vice president; Wm. F. Black, Enid, 
treasurer; and Henry Hanson, Okla- 


homa City, secretary. 

An address of welcome was given at 
the outset of the meeting by City Man- 
Orval Mosier who expressed the 
that this group of men is of 
vital importance to the health of every 
citizen of the state. 

Responding to this cordial 
Roy Clubb, of Elk City, assured 
assembly that the Oklahoma 
was seeking every opportunity to 


ager 
opinion 


welcome, 
the 
associa- 


tion 


work with city officials in an endeavor 
to correct dangerous installations. 
After introducing H. O. Green, treas- 
urer of the national association and 
Mrs. A. H. Moore, president of the 
Oklahoma women’s auxiliary, President 


Moore announced the appointment of 
the following committees: creden- 
tials—Roy Clubb, Elk City, Walter 
Reeves, Oklahoma City, and Wm. F. 
Black, Enid; auditing—-Chas. Powell, 
Blackwell, Pat Leslie, Holdenville, and 
Grady Blackstone, Altus; and _ resolu- 
tions—-Emil Radik, Oklahoma City, W. 
R. Gilchrist, Clinton, and reorge 
Paule, Hobart. Warren Jones, Okla- 
homa City, was named = sergeant-at- 
arms, 


One of the speakers at this session 
was H. A. Clauson, representing Lead 
Industries Assn. Mr. Clauson talked 
on lead plumbing installations and 
urged the strengthening of all plumb- 
ing laws and their strict enforcement. 

Following this the reports of the 
state secretary and treasurer, showing 
the activity of the past year and that 
the association is operating on a sound 
financial basis, were read and ap- 
proved. 

H. O. Green, treasurer of the N. A. 
M. P., representing National Pres. 
George W. Frank and the national as- 
sociation, then conveyed to the assem- 
bly the greetings and appreciation of 
the national officers. Mr. Green briefly 
reviewed the activities of the national 
association during the past year and 
urged the Oklahoma members to ac- 
cept the cooperation of the national of- 
fice in dealing with amy problems of 
the industry. The national treasurer 
also called to the attention of the con- 
vention the fine work of the Plumbing 





Sam A. Rice, 
elected president 


Grady Blackstone. 
elected vice president 


4. H. Moore, 


retiring president 
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and Heating Industries Bureau during 
the year. 

Mr. Green urged the appointment of 
a special committee to sponsor the pas- 
sage of a state plumbing code and ex- 
pressed his opinion that “with adequate 
plumbing laws, honestly enforced, to- 
gether with a state association truly 
representative of the master plumbers 
of the state, the evils of installation 
and distribution would soon fade from 
the picture.” 

Mr. Green closed his address with 
an appeal to Oklahoma members to 
take their families and attend the na 
tional convention in Buffalo, N. Y., in 
June. 

An interesting discussion of the ad 
vertising campaigns being carried on 
by many of the manufacturers at the 
present time was given by C. B. Nash, 
vice president of the Standard Sani- 
tary Mfg. Co. Mr. Nash invited all 
master plumbers to cooperate in mak- 
ing this a paying investment for each 
branch of the industry. 


Plumbing and Health 

Dr. Walter H. Miles, chairman of the 
Oklahoma City Board of Health and 
head of the plumbing department, as- 
sured the convention that he was ac- 
cepting every opportunity to make 
plumbing installations more sanitary. 
Dr. Miles explained that most members 
of the medical profession are not in- 
formed as to the technical phase of 
plumbing installations but are agreed 
that correct installations are a vital 
factor to the good health of every com- 
munity. 

At this time special committees were 
appointed to sponsor a state plumbing 
code and to insist upon the reinspec- 
tion of all state and municipal build- 
ings and institutions. Also resolutions 
were adopted expressing appreciation 
and approval of the efforts of Nationa! 
President Frank and Secretary Ritter 


Trenton Elects 


At the regular meeting of the Master 
Plumbers Assn. of the City of Tren 
ton, N. J., held on April 6, Daniel Sisti 
was elected president for the comfiig 
year. Other officers elected were: 
Daniel Black, first vice president; D. B 
Stewart, second vice president; Frank 
B. Penrose, treasurer; Emil L. Pfleider, 
sergeant-at-arms; and Wm. J. Lee, trus 
tee. Installation of officers was held on 
April 20. 


Standards Reaffirmed 


The Division of Simplified Practice of 
the National Bureau of Standards has 
announced that simplified practice rec- 
ommendation R8-29, Range Boilers and 
Expansion Tanks, has again 
affirmed without change by the standing 
committee of the industry. 


heen re 
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Group picture taken at the annual convention of the Minnesota Master Plumbers’ Assn. which was held at the 
Minneapolis, April 20-21. Approximately 500 members and guests attended the sessions 


500 at Minnesota 


© Large attendance hears plumbing praised as guardian of pub- 
le health—-Heating code explained 
president—Building gains predicted 


There were 500 people present in the 
Neoclassic Room of the Curtis Hotel in 
Minneapolis when the forty-second an- 
nual convention of the Minnesota Mas- 
ter Plumbers Assn. was called to order. 
Public health and the part played by 
plumbing in its preservation was the 
topic which received the greatest 
amount of discussion at the two day 
meeting, April 20-21. The following 
men were elected officers of the asso- 
ciation for the ensuing year: Henry 
Hanson, president; Otto Nelson, first 
vice president; William Neihart, second 
vice president; Otto Kohl, secretary; 
and C. V. McGeary, treasurer. 

Dr. A. J. Chesley, secretary of the 
Minnesota health department, opened 
the discussion of public health in his 
address on the importance of sanitary 
plumbing. He stated that public water 
supply must be _ protected from its 
initial source to the final faucet in or- 
der to provide against the outbreak of 
disease. Dr. Chesley pointed to a com- 
munity which in 1910 had 650 deaths 
from typhoid fever. Last year in this 
same community, deaths from this 
cause had been reduced to fifteen. This 
mortality drop, said Dr. Chesley, was 
directly traceable to the installation of 
sewers, the securing of a pure water 
supply and the elimination of out- 
houses. 


Gives Illustrated Lecture 

The discussion of public health was 
continued by J. J. Handy, state sani- 
tary engineer who gave an illustrated 
lecture. Mr. Handy showed by means 
of charts, slides and motion pictutes 
the dangers of cross connections and 
how they may be eliminated. Busses 
were available so that members and 


their guests could visit the testing 





Henry Hanson made 


merchandising. 
tractor-dealers 


demonstration 
cross connections and by back siphon 


Samsel, president of 
neapolis display guild, gave a short talk 
He pointed to the 


contest held in Minneapolis as proof of 
conclusion, Mr. 
contractor-dealers 
design their show windows so that they 
will have particular appeal for women 
since they are the buyers of household 
appliances and fixtures. 


Outlook for Building 


The outlook for building activity was 
Creviston, sales promotion manager of 
there are two phases in business today, 


Oo” ‘ : a 
1938, and the long pull = go. tne contractor-dealer. 


prosperity. Two figures to support this 


when he declared that one in every ten 
the cooperation 
manufacture of building materials and 
that one in every twenty tons of coal 
is consumed in the production of build- 
In conclusion, he urged 
that a philosophy of selling be adopted 
which would sell up to quality and not 
down to price. 

Clifford F. Smith, a contractor-dealer 
of Sioux Falls, 
teresting discussion 
This talk made it plain that 
contractor-dealer 


the journeymen 


Curtis Hotel in 


overcome the loss in- 
costs, since to 


prices are lower than they 


to labor costs. 


Central Supply 
delivered a talk on the subject of 
declared that con- 


themselves to 


William Cannon, 
plumbing division of 
followed with a 
Plumbing code and 
declared that nearly 
inhabitants or more 


Mr. Cannon 
going to be 
apply to the 


of the size of 


national director, 
spoke at considerable length on the na 
tional membership campaign. Another 
discussed was 
are offered at 
declared that the 
hoped that gradu 
part of the in 


materially in its ad- 


pointed out 
for plumbing 


inspection in existing buildings is sure 
large volume of business 


Cooperation with Journeymen 
national organ 
journeymen’s association, 
spoke on the subject of cooperation be 
journeymen He 


would mean, in 


groups would 


with satisfactory 

the journeyman 
and vet leaving a profit for the master 
the 30.000 new 
master plumbers who have entered the 


vears, only five 


the ranks of 


conditioning was 
Herske, vice presi 
Radiator Co. He 


becoming more 
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home minded every day which means 
that there is an expanding market 
and an expanding group who are in- 


terested in comfort in the homes they 
buy. Mr. Herske described air condi- 
tioning equipment which has _ been 
prepared for use with radiator heat and 
stressed the fact also that the estab- 
lished plumbing and _ heating’ con- 
tractor-dealer is the logical man _ to 
carry on air conditioning. 

William Brookman, secretary of the 
Illinois association, made a plea for 
membership and the support of na- 
tional, state and local organizations. 
He urged also that the members of the 
association support the wholesalers of 
plumbing and heating materials who 
are operating only through established 
channels. 

Reports from various local organiza- 
tions were made by O. F. Kohl, presi- 
dent of the Minneapolis association; 
William L. Neihart, president of the 
St. Paul association; Alex Plaunt, 
president of the Duluth association; 
and P. J. Thornton, Sr., 
the Range Master association. These 
reports outlined the activities of the 
various local associations and served to 


president of 


present a picture of association activi- 


ties throughout the state. 


Talks on Heating Ordinance 


George Johnstone, Minneapolis, 
spoke about the Minneapolis heating or- 
the 


many unsatisfactory heating plants had 


dinance. He stated that in past, 


been installed because there was no 
centralized ordinance to specify what 
type of materials should be used. The 


Minneapolis heating code was devised 
to eliminate this condition. He 
that this code is a progressive code in 
that it is based on the Guide of the 
A.S.H.&V.E. and, therefore, is corrected 
and brought up to date each year. 

Mr. that heat loss 
charts designed for Minne- 
apolis with a 90 degree spread between 
and outdoor This 
that all figure heat 
the and in the 
manner. Consequently, boiler 
will be in with the 
code and the result will be more satis. 
He stated 
been 
the 
been made to 
that the contractors are 
fighting these attempts, secure in the 
knowledge that heating installations 
are being made on a more satisfactory 
basis than formerly. 

H. A. Clauson, of the Lead Industries 
Assn., gave a talk on the relationship 
between lead and plumbing. He was 
followed by M. M. Hanson of the fed- 
eral apprenticeship training committee 
who The 


stated 


Johnstone stated 


have been 
indoor temperatures. 
means contractors 


losses on same basis 
same 
sizes accordance 
factory heating plants. also 
that many efforts have 
avoid the provisions of 
attempts 


repealed, but 


made to 
and 
have it 


code 


have 


apprenticeship. 


spoke on 


DOMESTIC ENGINEERING 
speaker urged that all members try to 
secure trained apprentices. He then 
described in detail the various meth- 
ods of instruction which are carried on 
in Wisconsin, the state in which the 
headquarters of his committee are lo- 
cated. Mr. Hanson told how in that 
state instructors travel from town to 
town, holding classes for apprentices, 
journeymen and masters. The usual 
route covered by these instructors cov- 
ers six different towns each week. 


Hotel Plumbing Signs 


President Morrill of the Wisconsin 
association gave a brief talk in which 
he urged that an additional phrase be 
incorporated in the signs displayed by 
hotels. These signs now state that the 
hotel uses artesian water. And Presi- 
dent Morrill suggested that the phrase 
be added that all plumbing had been 
installed by reliable, experienced 
master plumbers. Joseph Brah of Mil- 
waukee also spoke a few words. He 
told of the close cooperation and friend- 
ship which had been created in Mil- 
waukee by attendance at association 
meetings, parties and bowling matches. 

The names of those who will serve on 


the board of directors include the fol- 
lowing: R. L. Anderson; Walter Bell; 
Ben Benson; H. C. Harvey; Walter 
Krost; Charles Olson; Alex Plaunt; 
A. C. Schirmer; Martin Wold; and 
Walter Dahlby. 

The convention was called to order 
by President R. L. Anderson, follow- 


ing which O. F. Kohl, president of the 
Minneapolis association, made a speech 
of welcome to the delegates and their 
friends who had assembled. In _ his 
speech President Kohl made it clear 
that he appreciated the loyalty of the 
women’s auxiliary and the part they 
play in the success of the association’s 
activities. In conclusion, he urged 
closer cooperation between the associa- 
tion, the auxiliary, journeymen, whole- 
salers and manufacturers. 
President Anderson gave 
sponse, after which the regular order 
of business was taken up. One of the 
first steps taken was the appointment 
of the various committees, These were 
memorial—William W. 
Hughes, Edmund Copperud and Al 
Schirmer; resolutions—-Henry Hanson, 
Alex Plaunt and Henry Harvey; audit- 


the re- 


as follows: 


ing—Henry Harvey, Walter Dahlby 
and Bernard Mairs: and nominating 
Ben Benson, William Neihart, H. M. 


Kohl, Charles Olson, 
Henry Hanson and Mar- 
tin Wold. George W. Smeed was 
named reading clerk. One of the first 
duties of the reading clerk was to read 
notices and also a_ telegram 
from President Frank. 

President Anderson opened the after- 
with the reading of his 


Porter, O. F. 
Hugo Guntzel, 


several 


noon session 
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report. This report covered his activ- 
ities for the past two years for which 
time he has held the office of president 
of the association. This report was 
followed by those of the secretary, treas- 
urer and the auditing committee. 

In the morning session of the first 
day Mrs. Royal Berg, president of the 
Minneapolis auxiliary, made a speech 
of welcome to the ladies who had at- 
tended the convention. She then fol- 
lowed by congratulating the association 
upon the past progress which they had 
made and promised the support of the 
auxiliary to the end that even greater 
progress would be made in the future. 

Mrs. A. E. Wickworth of the St. Paul 
auxiliary responded and assured all 
present that her group would do all 
in its power to promote the betterment 
of the plumbing and heating industry 
and advance the best interests of those 
who were concerned with the industry. 

Mrs. Berg then introduced Mrs. Fred 
C. Kuetemeyer of Milwaukee, Wis., na- 
tional president, who brought greetings 
to all present from the national auxil- 
iary. Mrs. Kuetemeyer declared that 
one of the things which the auxiliary 
hopes to accomplish is the elimination 
of dissension. 

Later on in the convention’s order 
of business, Henry Reger, Chicago con- 
tractor-dealer, briefly stressed the ben- 
efits which result from organization. 
He urged the members to practice or- 


ganization and cooperation, particu- 
larly with journeymen so that both 
employers and journeymen might 
profit. Another short talk was deliv- 


ered by L. L. Smith of the Kohler Co., 
who by means of figures proved that 
the building industry and with it the 
plumbing and heating industry is on 
the road to normalcy. 

Charles E. Gawne, past president of 
the Chicago association, urged the con- 
vention members to get into politics 
and help shape helpful legislation for 
themselves and their industry. 


Over 700 at Banquct 


Over 700 attended the banquet which 
was held in the Neoclassic room of the 
Curtis Hotel. The annual dinner was 
held in honor of William Nary and Wil 
liam F. Porter, pioneer members of the 
industry. Owing to illness Mr. Nary 
could not attend. Unfortunately H. 
Merwin Porter was compelled to leave 
early in order to attend the Nebraska 
association convention at Omaha and 
consequently could not be present to 
see the honor paid to his father, who 
is 78 years old and still active in the 
industry. Following the dinner was the 
annual dance which was enlivened by 
E. Y. Arnold, who called out for the 
circle two step, which helped to get the 
members and their guests better ac- 
quainted, 
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benefit directly from more than 
half a century of experience when 
you specify “Devlin” on your 
orders for fittings and nipples. 

* 
Whether 


your piping problem is water, oil, 
steam, or gas, you will find Devlin 
Fittings and Fretz Nipples to be 
thoroughly DEPENDABLE. 


* 
This de- 


pendability guarantees installa- 
tions easily and quickly made, 
and with less waste of material. 
And it means installations which 
don't spring leaks after the pres- 


sure is turned on. 
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ROUBLE MARKET 


; spectacular rise in residential construction this 
spring — plus last winter’s heavy demand on fuel for 





established homes — places new emphasis on the need 
for efficient Bru Control. 

The Ruberoid-Watson line of insulating products 
offers you startling improvements to help tap this 
double market. In this line you will find the latest devel- 
opments in Asbestos Pipe Coverings to meet various 
temperatures and pressures. In addition, you have 
Asbestos block, board and paper specialties, plastic 
insulations, 85% Magnesia, and 
Mineral Wool. 

The better type jobber or 
dealer will be interested in the 
Ruberoid- Watson Insulation Line 
—in Ruberoid Advertising, and. 
the Ruberoid Sales Policy. Inves- 
tigate. Mail the coupon for full 
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Colorado Convention 


® Drive against cross connections and back siphonage discussed 
by convention—Close cooperation between members and state 
plumbing inspector features meeting—Edwm B. Clayton re- 


elected president 


cooperation between master 
plumbers and the state plumbing in- 
spector and a determined drive against 


cross connections and back siphonage 


(‘loser 


were two matters taken up at the 
thirty-ninth annual convention of the 
Colorado Society of Sanitary § and 


Heating Engineers, April 6 and 7, at 


the Albany Hotel in Denver. Edwin 
B. Clayton, Denver, was reelected 
president of the association; Robert 


Demmer, Denver, vice president; J. P. 
Brickey, Denver, secretary-treasurer; 
and John F. Cullyford, Denver, 
geant at arms. 


ser- 


Drive Against X-Connections 
President Clayton introduced the sub- 
ject of connections and back si- 
phonage and Mrs. Vincent Kandorf, 
president of the auxiliary, reported on 
the work that had accomplished 
in the field. Mrs. Kandorf stated that, 
working with the parent 
ciation of the much 
done to improve sanitary conditions 
throughout the particularly 
to eliminate possible cross connections 


CTOSS 


been 


teacher asso- 
state, had been 


state and 


and back siphonage in the _ public 
schools. A _ resolution was read and 
passed that commended the auxiliary 


and the parent teacher association for 


the efforts they had made to correct in 


sanitary conditions in schools, public 


comfort stations and recreational re- 
sorts. The resolution closed with the 
hope that the work would be continued 
and offered the hearty cooperation of 
members of the association. 

A. J. Adshade, president of the Den- 
ver Master Plumbers Assn., expressed 
the hope that in the near future his 
association would be able to construct 
a cross connection and back siphonage 
exhibit such as was described in a re- 
cent issue of DOMESTIC ENGINEERING. 
In this manner the work already done 
by the auxiliary would be brought to 
greater attention. 

Another resolution adopted by the 
convention struck a real blow against 
cross connections and back siphonage. 
This resolution favored that all future 
conventions be held only in _ hotels 
where the internal water and sewage 
systems had inspected by the 
state sanitary engineer. It provided 
that any defects existing must be fully 
and adequately corrected. Hotels to be 
as possible meeting places 
for conventions would be required to 
furnish a certificate of such inspection. 
Further, the resolution favored requir- 
ing the state sanitary engineer to make 
a careful sanitary survey of such ho- 
not less than nine months prior 
to the date of the convention: a check 
survey not less than five months prior 


been 


considered 


tels 





Colorado officers. 


Left to right: Edwin B. Clayton, president; Robert Demmer. vice 
president; and J. P. Brickey, secretary-treasurer 
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to the convention date, at which time 
the progress in compliance with pre- 
vious orders should be noted; and a 
final survey and certificate, recording 
satisfactory conditions, to be made not 
less than three months prior to the con- 
vention date. 

A blow was struck also against 
plumbing violations when a resolution 
was adopted favoring close cooperation 
with the state plumbing inspector. I. 
E. Fuller, state plumbing inspector, ad- 
dressed the convention on this subject 
and among other suggestions urged the 
members to appoint a committee to ap- 
proach the state board of health in an 
effort to have that body appoint some 
person or persons to take evidence in 
cases where plumbers were accused of 
violating the state sanitary code. Mr. 
Fuller indicated that such a step would 
tend to make it easier to eliminate in- 
stances where the code is violated. 


Chalk Talk 

Another feature of Mr. Fuller’s ad- 
dress was a chalk talk in which he 
drew several installation problems on 
a blackboard and invited the delegates 
to submit their opinions on how such 
installations should be made. In the 
friendly discussion that followed much 
was accomplished to bring the inspec 
tor and the master plumbers into com- 
plete cooperation. 

Clarence Haas of Colorado Springs 
gave an extremely interesting talk on 
overhead. Many of the members ex- 
pressed the opinion that every plumber 
in the state should have heard the talk 
as a matter of education. One of the 
things that Mr. Haas stressed was the 
importance of educating journeymen 
so that they would be salesmen as well 
as good mechanics. 

Clair Henderson of the Public Serv- 
ice Co. of Colorado addressed the group 
and urged the idea of cooperation be- 
tween master plumbers and public util- 
ities in the sale and installation of gas 
appliances. Mr. Henderson assured the 
delegates that gas companies were in- 
terested primarily in the sale of gas 
and that they realized that the master 
plumbers with their journeymen con- 
stituted a sales force greater than any 
that the gas afford 
to assemble. 


Other Speeches 

Other speeches were made by F. E 
Bumstead, Colorado Springs, the retir- 
ing vice president; James B. Kenney, 
secretary of the Colorado Construction 
League; M. W. Bennett, National Hous 
ing Administration; and James A. 
Brownlow, representative and 
manager of the municipal airport. P. 
S. Cook of Cheyenne, Wyo., was guest 
of honor at the convention, and as rep 
resentative of the Wyoming 
tion, urged that if no legal restrictions 


companies could 


state 


associa 
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Group picture taken at the Colorado convention showing the 


barred such a step that the Colorado 


and Wyoming associations 
bined. Mr. Cook asked the 
to the national convention to take the 
matter up with the national officers for 
combination. 


delegates 


a ruling on such a 
Delegates to the national convention 
were elected from the floor, as follows: 
Edwin B. Clayton, Denver; F. E. Bum- 
stead, Colorado Springs; Robert Dem- 
mer, Denver; J. P. Brickley, Denver; 
and William Wafer, Denver. 

H. O. Green of Tulsa, Okla., 
urer and director of the national asso- 
who attended the convention 
representative of President 


treas- 


ciation, 
as the 


Frank, gave a radio address on the 
modernization of plumbing fixtures 
over station KOA At this time, Mr. 


Green announced that Title I of FHA 
had been extended for another year. 
Two hundred fifty guests attended the 
banquet held on the first evening of the 
convention. Guy Stocking, chairman 
of the entertainment committee, 
vided a wonderful dinner and an array 
of talent that entertained the guests 
until ten o’clock. Then the floor 
and dancing took place until 
midnight. Mayor Benjamin F. Staple 
ton and Rev. Wilson P. Ard deliverea 


addresses at the banquet. 


pro- 


Was 


cleared 


Smith Elected 


At the officers 
held by the Master Plumbers’ Assn. of 
Charlotte, N. €C., the following 


election of recently 


hen 


were named to serve for the coming 
‘ear: president, Watt Smith; vice 
president, A. BP. Cruse: and secretary 


Hackney 


directors 


freasurer, us le 
A board of will be ap 


pointed by the president. 


be com- 
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Nebraska Holds Annual 


® George J. Daniel, Omaha, elected president at convention in 


Lincoln—State code discussed—Installation agreements be- 
fween contractor-dealers and local gas companies noted 
The proposed state code was dis cal gas companys on installation 


cussed at the twenty-sixth annual con 
vention of the Nebraska Retail Master 
Plumbers Association, held at the Lin 
coln Hotel in Nebr., on April 
22. At the Officers which 
was conducted at the 
following men were chosen to guide the 


Lincoln, 
election of 
convention. the 


destinies of the association for the com 
Daniel, 
Sleister. 


George J. Omaha 
Park E. 
president: 
and 


ing vear: 
president: Fremont, 


vice Leo Baroch. Omaha. 


treasurer: Lucien L. Carr, Omaha, 
secretary. 

A resolution which was passed at the 
urged the formation of 


between 


convention 


agreements master plumbers 


and the local gas companies in order 
to fix the 
water heaters. It 
Nebraska City 


the following agreement 


charges on gas 
that 


have 


installation 

was indicated 

plumbers 
with 


master 
their lo- 





(arr. 
secretary 


Lucien a 


reelected 


assembled delegates and their families and friend. 





W. \. Miller. H. M. Porter 


retiring president 





ee a ne 





charges: a twenty per cent cOmmission 


on sales: a $5.00 load fee for installa 


— ee ee 


heater existed 
fee for the re 


where no 
$? 50 load 


tion in cases 
previously; a 
placement of side arm heaters; and a 
Omaha 


stated 


cost plus price for installation 


has a similar agreement. it was 
Amendment to Code 
Park E 


convention to go on record 


\ motion made by Sleistes 


urged the 
amendment to the pro 
that all 


} 


works be included in the 


Im ftavor of an 


posed code providing towns 


having water 


law which requires plumbing inspe¢ 
tion and the examination of both 
master and journeymen plumbers al 


One of the subjects discussed at the ‘ty 


convention was that of distributio 


) and 


and 


that manufacturers 


with the 


it was urged 


wholesalers join masters in a 


’ a 
~~ So oe ew oe ee om, ge 








national «clirector 
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campaign to promote the established 
channels. 

The convention considered also the 
points in favor of a unit tax as opposed 
to a chain tax. The convention 
went on record as being in favor of the 


motion made by Axel 


store 
unit tax on a 
Benson, Grand Island. 

C. R. Dodds, chief plumbing inspector 
of Omaha, gave an interesting account 
conditions in Omaha for 
He told also how 


of plumbing 
the past three years. 
improper installations in various build- 
ings had been corrected. Secretary 
Carr demonstrated the possible siphon- 
means 


had 


fixtures by 
which 


age of water from 


of a portable exhibit board 
been constructed. 


H. M. Porter of Minneapolis, national 


director, delivered a very interesting 
address on the activities of the na- 
tional association. Mr. Porter rounded 
out his talk by describing the condi- 
tions which face the industry today. 
W. Holl of the Federal Housing Ad- 


ministration office of Omaha explained 
Titles I and II of the FHA and of what 


value they are to the contractor-dealer. 


The new board of directors was an- 
nounced at this time. The men who 
were appointed are: Ralph Kuwitztey, 


Nebraska City; T. H. Gardner, Lin- 
coln; Walter D. Wright, Beatrice; and 
T. C. Kirby, Lincoln. In the morning 
session the reports of the president, 
secretary, treasurer and of the legisla 
tive committee were read and =  ap- 


William A. Miller, the retiring 
president, read the report of the 
dent: L. L the 


Leo gave 


proved 
presi 
secretary's 


that of the 


Carr gave 


report; Baroch 


treasurer: and the legislative commit 
tee’s report was delivered by its chair 
man, Dan O. Whitney 

\n address of welcome to the con- 


vention members was delivered by J 
and a 
Nel- 


HSSocilia 


city commissioner 
John <A 


Omaha 


Cass Cornell, 


Lincoln 
the 


former jobber of 
son, president of 
tion, gave the response. 

the evening 
the 
The jobbers and 
Beatrice 
this 


A banquet was given in 


and was well attended by members 


and their wives. man- 


ufacturers of Lincoln and 


(Omaha acted as hosts at function 
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Officers of Associated Master Plumbers of Texas. 
Lee, Houston, president; 


Houston, secretary-treasurer; Clayton 


W. E. Jameson, 


Left to right: 
‘oe 


Landreth, 


Longview, vice president; and W. H. Kuhn, Dallas, retiring president 


Texas Holds Annual 


® Discussion of state apprentice training schools features meet- 


ing in Dallas 


Clayton Lee is new president—Open forum 


discloses state-wide conditions in the industry 


Once again Dallas was the convention 
city for the Associated Master Plumbers 


of Texas. Meetings were held on April 


20-21, at the Baker Hotel in that city. 
An outline of the apprentice school 
training being carried out in the state 
was a feature of the convention. A 
new departure featured the order of 
business when the election o/; officers 
was changed from the customery last 
bit of business to the first thing taken 


up on the morning of the second day’s 
of officers the 
guide 
the association for the 


session. At the election 


following men were selected to 
the destinies of 
Clayton Lee of Houston, 
Landreth of Longview, 
and W. E. 


secretary-treasurer. 


coming year: 
president; R. K. 
vice president; Jameson of 
Houston, 

While and 


vented some of the scheduled speakers 


iliness other causes pre- 
from making an appearance, in all cases 
attend the 
else in their 


themes of 


those who were unable to 
sent 
that 
the addresses 
Fred W. Erhard, 
apprentice training 
the work 
Four schools are located 


Houston, Antonio, 


Someone 
the 


were 


meeting 
place, so general 
retained, 
the 


gave 


representing 


state school, 


an outline of which is being 


accomplished. 
San 


in the state at 





Photograph taken at one of the sessions of the Texas convention 


El Paso and Ft. Worth. A craft 
mittee composed of two master plumb- 


Ccom- 


ers, two journeymen and one apprentice 
trainer is in charge of the schools. It 
is the aim of this committee to give the 
apprentices the best possible training 
to be had, so that after they have fin- 
ished the two-year course they will be 
real assets to their employers. 

Mr. Erhard urged all master plumb- 
ers to send their apprentices to these 
classes. 
function, with 75 per cent of the funds 
supplied by the government. Mr. Er- 
hard for the support of the as- 
sociation members in helping 
the present 


The schools are purely a state 


asked 
to con- 
success. 


tinue schools’ 


Urge Support of Bill 

H. E. Dill and F. E. 
sentatives of the furniture 
and the retail 
respectively, 


Morris, repre- 
dealers’ as- 
merchants’ as- 
the 
convention support for the 
passage of a bill through the state leg- 


sociation 
sociation, addressed 


requesting 


islature which would prohibit utility 
companies from selling various home 
appliances. A resolution was presented 


to the association which advocated co- 
operating with the movement. 
H. O. Green, national director, was 


scheduled to speak, but was prevented 
from attending by the illness of his wife. 
KE. Ly. New 


Orleans, Green's 


Kimble. national director at 
took Mr. 
very 


therefore 
place and delivered a interesting 
talk on “Membership.” In this speech, 
Mr. Kimble traced the 


ciations and outlined their purposes, 


growth of asso 


Roy B. Eastus substituted for R. A 
Shepard, who was scheduled to repre 
sent the Federal Housing Administra 
tion. but who could not attend. Mi 


Eastus, who is connected with FHA too 
the that 


touched upon 


gave a brief résumé of work 


is being done He also 
the great increase of building activities 


A. Hanaman, representing the office of 
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the Texas sanitary engineer, gave an 
illustrated talk on back siphonage and 
cross connections. Mr. Hanaman 
showed 37 slides to demonstrate various 
types of cross connections and back 
siphonage. 

G. M. Hatch of the Dallas health de- 
partment also addressed the meeting on 
the subject of public health. He de- 
clared that he had visited Chicago re- 
cently to inspect the cross connection 
exhibit there, which, he said, is doing 
a great amount of good in that city. He 
urged the members to help to educate 
the public to become health-minded. 

President Clayton Lee set apart a 
portion of the meeting for general dis- 
cussion. Members from all the differ- 
ent local associations were called upon 
to describe the conditions which existed 
in the various localities. This open 
forum brought out many interesting 
points. 


Annual Banquet 

The annual banquet and ball was 
held in the Peacock Terrace of the 
Baker Hotel on the evening of the sec- 
ond day of the convention. J. E. Fisher, 
Houston, acted as toastmaster. A floor 
show was followed by dancing which 
continued until midnight. 

The following committees were ap- 
pointed by President Kuhn early in the 
convention: auditing—A. N. Apffel, 


A Complete Line of race, Permanent 
Insulations for Plumbing 
and Heating Systems 


backed by a Name 
known to Millions 


JM Johns- 


SAVE MONEY for home owners and make an extra profit 
by including J-M Insulations in every new-house or modern- 
ization contract. We provide the right insulation for every job 
... and every one is a money-maker for you. Labor costs on 
installations are cut as much as 4. And they stay installed! 


No costly call-backs for servicing. 


SOLD ONLY BY THE LEADING SUPPLY HOUSES 
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Left to right: J. H. Brown and R. W. Landrum, both of Dallas; W. H. Warren, 


Houston, past state president; and A, 5. 


Hart Steele and H.J. Hurst: credentials I Green, 

Robert Hodge, Charles Hughes and J. W. Thi 
S. R. Faulkner;  resolutions—Joseph H. Marty! 
Metzer, A. S. Johnson, J. E. Fisher and KE. Wilde. 


Johnson, Dallas 


. Dickerson, Clayton Lee. 
lL W. H. Kuhn, W. P. Shafer, 
1 George Winbourne and R. 


This committee later re- 


K. Wahrmund; and memorial-——-H. J. ported that it had contacted the secre- 
Davis, J. E. Fisher and F. Wahrmund. tary of the jobbers’ association and, 
John Wharton, George Crawl and W. E that after becoming better organized, 
Jameson were appointed sergeants at would be prepared to report some real 
arms. George Winbourne was made progress. 
reading clerk. A special committee Several of the members of the ladies 
was appointed also to meet with the auxiliary were introduced during the 
jobbers to discuss ways and means of course of the convention These in 
promoting better conditions for the in cluded Mrs. W. E. Jameson of Houston, 
dustry. state president; Mrs. A. J. Fraser of 
This committee was composed of N. Kl Paso, vice president; Mrs. R. C, 


J-Mi 85 Magnesia. 
Highest insulating 
value. Neat appear- 
ance. Permanent. 


more. And a hand- 
some profit for you. 


anville 


A sales story that lands ma 
an extra $6 to $8 job. 


5-M Pre-Shrunk Asbes 
ishes eaves ', labor co 


- 








J-M Asbestoce! Range Boiler J5-M New Pre-Shrunk Wool 
Jacket saves enough fuclina Felt. Furnished either with 
few months to pay for itself. canvas or with a handsome 


ny aiuminum finish that ends 
pasting, saves '4 on labor. 





tocel with new non-canvas fin- 
st. (Asbestos Paper Finish; also 
Alumiaum Finish for de luxe jobs.) 
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Left to right: P. J. Callahan, A. T. Parker, H. V. Gruss and J, E. Fisher, past state 
president, all of Houston 


Malitz, Jr., of Houston, secretary; and 


Mrs. E. L. O'Grady of Ft. Worth, treas- 
urer. A resolution was read and passed 
which praised the activities of the 


auxiliary, and which, in appreciation of 
its efforts, extended an invitation to 
attend any and all meetings of the as- 


sociation. 


Ask Law Enforcement 
fact that 
repealed its prohibition laws within the 


In view of the Texas had 


past vear, the association received and 


passed a_ resolution advocating more 


stringent enforcement of the law which 
requires saloons and other public places 


to maintain separate rest rooms for 
employees and the public. It was in- 
dicated that sanitary laws governing 


such places were violated frequently. A 








Price for Complete Replacement Set of 6 Tools 


TRIMONT MFG. CO., INC. 
Roxbury, (Boston), Mass. 





copy of the resolution was forwarded 
to the state board of health. 

Another resolution which was passed 
by the association members urged that 
hereafter the convention should 
be a three-day meeting rather than a 
two-day meeting as has been the case 
It was stated that business 
of the association had increased to 
such an extent that such a step was 
necessary. The convention also passed a 


state 


formerly. 


resolution in which the convention went 
on record not to hold any future con- 
ventions in a hotel which is not able to 
present a certificate of health from the 
state board of health which shows that 
all cross connections have been elim- 
inated. 

All resolutions and 


convention. 


reports were ac- 


cepted by the Telegrams 


JUST IN TIME FOR SPRING BUSINESS 
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were received from President Frank 
wishing all success to the members, and 
from Joseph Netzer of Laredo, chair- 
man of the resolutions committee, ex- 
pressing his regrets at not being able 
to attend. The next convention city 
will be Houston. 


License Renewal 


The Illinois State Department of Reg- 
istration has recently sent out a postal 
card notice to all master plumbers of 
the state notifying them that on May 
1 their annual renewal license will be 
due and issued on payment of $25. 
Plumbing contractors in Chicago who 
do work outside the limits of the City 
of Chicago are being urged to renew 
their state license. 

Should they allow their license to 
lapse and later on want to take work 
outside the corporate limits of Chicago 
they would be required to pay the state 
a one-hundred dollar fee and undergo 
an original examination for master 
plumber’s certificate, it is stated. Those 
who do not operate outside the city 
limits need not renew this license. This 
notification has nothing whatever to 
do with the Chicago license as the mas- 
ter plumbers in that city will be re 
quired to renew their city license as 
master plumbers on the date of expira- 
tion. 


A NEW REPLACEMENT SET OF 





TRIMO 


ALLOY 
STEEL 


DROP FORGED FROM CHROME MOLYBDENUM AND OTHER SAFETY STEELS 





TOOLS 


Spring business is starting to bbom now — and 


First 


round, 


$625 


device of its 
kind to do a perfect 

job of holding in 

cutting 
sizing thin wall cop- 

per tubing and plated 
tubing. Pays for it- 
self on first job. 


here is a new complete replacement set of tools 
that will help you cash in profitably on that 
business. 

These TRIMO Alloy Steel tools are drop forged 
from chrome molybdenum and other safety 
steels. A complete assortment, in convenient 
handy kit. 

Order from your jobber today. 


NEW TRIMO SAWING VISE SET 
PAYS YOU BACK 
WASTE = 


BY PREVEN 


J 


TING 


a 








and 
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Group picture taken at the Florida convention which shows the assembled delegates and their families and friends 


Florida Convention 


® Statewide plumbing law urged at two-day session 
Sheffield installed as president—FHA_ business gains and dis- 


Lee Rh. 


tribution among subjects discussed 


Lee R. Sheffield was elected presi- 
dent at the fifteenth annual convention 
of the Florida State Assn. of Master 
Plumbers and Heating Dealers, Inc., on 
the last day of the two day session held 
at the Suwanee Hotel in St. Petersburg, 
April 6 and 7. Other officers elected 
were: T. J. Bell, Miami, vice-president; 
H. C. Corbin, St. Petersburg, secretary; 
and Harry Pepper, Jacksonville, treas- 
urer. District vice-presidents named 
were Freeman P. Moss, southeast; J. A. 
Mann, central; D. W. Browning, north- 
east; C. M. Hancock, southwest and E. 
J. McCullough, northwest. The installa- 
tion of the new officers was made by 
David Mayfield, Jacksonville, past 
president. 


Gives Illustrated Lecture 

Several speakers were presented at 
the sessions by Foster Fanning, Winter 
Park, president of the association. 
Major Joel I. Connolly, chief of the Bu- 
reau of Sanitary Engineering of the 
Chicago Board of Health gave an illus- 
trated lecture in the morning of the 
second day, the lecture being delivered 
in the Florida theatre before a packed 
house. This address was open to the 
public. Major Connolly illustrated his 
remarks on the dangers of defective 
Plumbing installations with pictures. 


Mayor Welcomes Delegates 

At the opening session H. C. Corbin, 
president of the St. Petersburg Asso- 
clation, introduced Mayor John 5S. 
Smith of St. Petersburg who welcomed 
the delegates Vice President F. J 


McNulty responded and in his speech 


pointed out the contributions to public 
health and national development which 
the master plumbers of the country 
have made. He went on to point out 
that Florida has no state-wide health 
code in regards to sanitation, although 
the majority of the cities and towns 
have excellent local plumbing laws. Mr. 
McNulty sounded the key note of the 
convention when he said: 


“That is to be the major business of 
this convention, and if we are success 
ful in securing good sanitation laws for 
this state, we feel that we will have 
rendered the people of Florida, both 
visitors and residents, A lasting 
service.” 

Dr. Fons Hathaway, Florida admin- 
istrator of the Federal Housing Admin 
istration, gave a detailed account of 
FHA activities 
the members to take advantage of the 


In his speech he urged 


opportunities which this form of loans 
provides. He urged also that the mas 
ter plumbers show prospective = cus- 
tomers how remodelling work can be 
financed under Title I. Dr. Hathaway 
pointed ont that Title IT had been ex 





Left to right, top row: C. M. Hancock, district vice president; Thomas Bell, vice 
president; H. C. Corbin, secretary; Freeman P. Moss, district vice president; and 


Lee Sheffield, president. Bottom row: 


Charles Ewing: Foster Fanning. retiring 


president; Robert Engstrom; and Harry Pepper, treasure: 
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Left to right, top row: J. A. Mann; Jacob Burkhard, retiring secretary; A. C. Mac- 


beth: Freeman Moss: Grover ©. Odum; and Charles Gailer. 


Center row: Benja- 


min Seckinger, national director, and Mrs. Seckinger; David Mayfield; J. Pitt Simp- 


son; and Fred Quinlan. 


A. A. Erxleben, Hajoca Corp.; Frank O’Neill, Hajoca Corp.; 


Bottom row: L. E. Thompson, Hajoca Corp.; J. A. Wallis; 


J. A. Bryne, Bridge- 


port Brass Co.; E. M. Bow, Kohler Co.; S. E. Hunting, Standard Supply Co.; and 


C. E. Wilkinson, 


tended for a year. 

He termed the FHA as a project that 
“nays its own expenses from profits of 
business created through the medium 
of private capital loaned to the people 
of the United States for repairs to their 
and for the construction of 
homes.” Dr. Hathaway pointed 

Florida ranked eighth in the 
States in the percentage of 
attained for modernization and 


property 
new 
out that 
United 
quota 

repair loans. 


Business Gains Seen 


C. B. Nash, vice president of Stan- 
dard Sanitary Manufacturing Co., en- 
titled the address he delivered, “The 


Tide Has Turned.” In his speech Mr. 
Nash said that business definitely was 
improving and that he was not alone in 
thinking so, for in his travels about 
the country, those with whom he talks 
that confidence is 


believe business 


being restored and money becoming 
more plentiful. Mr. Nash recounted a 


story of the recent flood in Pittsburgh. 
He stated that after the flood waters 
had receded, everything was ruined ex- 





Jr.. Kohler Co. 


cept plumbing * fixtures, which after 
being cleaned, were found to be in good 
working order. 

Another speaker who sounded a 
cheerful note in business predictions 
was C. E. Wilkinson of Kohler Co., who 
cited the improvement in the building 
industry as an indication of increasing 
business. The latter part of Mr. Wilkin- 
son’s talk was devoted to the d.t.u. 
problem. He said that the great objec- 
tion to mail order and d.t.u. houses is 
not the volume of business which they 
take from master plumbers and 
wholesalers, but the fact that such 
houses demoralize the market in an en- 
tire city or even a larger area. 

“The system of distributing plumbing 
and heating materials that best serves 
the public will prevail in the long run. 
It is a positive fact that the system of 
distribution from manufacturer’ to 
wholesaler to installing contractor to 
consumer is the most practical and sat- 
isfactory, and will continue to be so,” 
the speaker stated. 

Ben J. Seckinger, national director 
of N.A.M.P., brought greetings to the 


away 
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convention from the national office as 
well as an outline of the activities car- 
ried on there. Mr. Seckinger urged the 
recognition of the important part 
played by journeymen. Another recom- 
mendation which he made to the mem- 
bers at the convention was to make 
their places of business more attractive 
and inviting to the public. He stated 
that manufacturers had done their part 
when they called the public’s attention 
to the latest developments in the indus- 
try and that the master plumbers 
should follow up by dressing up their 
shops and show rooms. 

Mr. Seckinger also made a radio ad- 
dress on “Streamlining the Bathroom” 
ever a St. Petersburg station during the 
course of the convention. 

Wilbur Dosher, past national secre- 
tary, was called upon for a short talk 
and indicated that business definitely 
was on the upswing. He urged the 
members to figure a profit on each job 
and price their work at a figure which 
would assure them of receiving a fair 
return. 

President Fanning announced that 
all past state presidents should rise and 
be announced. The following men were 
present and applauded by the conven- 
tion: Fred Quinlan, St. Petersburg: 
David Mayfield, Jacksonville; Freeman 
P. Moss, Miami; and Harry Pepper, 
Jacksonville. 


Activities of Auxiliaries 

After this ceremony, Mrs. Lee Shef- 
field, president of the auxiliary, was 
presented and gave a resume of aux- 
iliary activities. Mrs. Sheffield urged 
the members present to start locals in 
those towns where they did not exist. 
She also thanked the association for its 
accomplishments during the year. At 
the conclusion of her talk, Mrs. Shef- 
field was presented with a basket of 
flowers by the association. Past Na- 
tional President Mrs. W. E. McAn- 
drews, Tampa, and Past National Secre- 
tary Mrs. Foster Fanning, Winter 
Haven, were introduced. 

Members of committees were ap- 
pointed by President Fanning. The 
resolutions committee was composed of 
Lee Sheffield, chairman, St. Petersburg; 
Drew V. Tidwell, Miami; H. B. Perryn, 
Tampa; Grover Odum, Daytona; Rob- 
ert Engstrom, Jacksonville; and J. A. 
Schaub, Orlando. The auditing com- 
mittee was composed of William Duns- 
ton, Leesburg; Henry Dupree, Jackson- 
ville; and D. W. Browning, Daytona. 
The members of the nominating com- 
mittee were announced as D. A. May- 
field, Jacksonville; Freeman P. Moss, 
Miami; J. A. Mann, Winter Haven; 
James Scott, Tampa; C. M. Hancock, 
St. Petersburg; and Grover Odum, Day- 
tona. The credentials committee was 
made up of Henry Griggs, Bradenton; 
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Harry Pepper, Jacksonville; and T. J. 
Bell, Miami. 

Membership of the legislative com- 
mittee was made up of Philip Levi, 
Miami; Charles Ewing, Miami; Drew 
Tidwell, Miami; H. C. Corbin, St. Pet- 
ersburg; Foster Fanning, Winter Park; 
and the incoming president. 

President Fanning then read a letter 
which was received from Nationa) 
President Frank. In this written mes- 
sage, President Frank extended his 
best wishes to the convention and urged 
the building up of a larger membership 
in local, state and national associa- 
tions. He outlined also the work that 
is being done in the compilation of 
questionnaires on distribution from all 
parts of the country. He stated in the 
letter that this survey, once completed, 
will be the most accurate, and probably 
the most comprehensive, survey ever 
undertaken of distribution conditions 
within the plumbing and heating indus- 
tries. In eclosing President Frank 
stated: “It is my sincere hope that the 
members of the Florida association will 
get wholeheartedly behind the prize 
membership campaign and that a con- 
siderable increase in membership will 
result. I am sure that the beneficial 
results of activities carried on by a 
large united association will warrant 
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the efforts expended in securing the ad- 
ditional members.” 

In line with this thought, President 
Fanning then presented a_ personal 
check to T. J. Bell, president of the 
Miami association, as a prize for secur- 
ing the greatest number of new mem- 
bers during the past year. Following 
this, the reports of the president, secre- 
tary and treasurer were read and ac- 
cepted. The district vice presidents 
also gave detailed reports of the work 
accomplished in their sections. 

One of the social highlights of the 
convention was a banquet held on the 
evening of the first day. A show and 
dance followed. President Fanning an- 
nounced that speeches were barred at 
this gathering. 

Plans were made for a drive to create 
interest in the passage of a new state 
plumbing code. 


Labor Agreement Sought 

A second resolution which was 
passed as read favored the appointment 
of a committee by N.A.M.P. to work 
with a like committee from the U.A. 
for the purpose of working out a na- 
tional basic agreement between master 
plumbers who employ union labor and 
union labor itself. The resolution closed 
with the thought that only those sec. 
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tions of the agreement should be filled 


in locally that, because of their nature, 


necessarily were local. 

Retiring President Foster Fanning 
was elected delegate to the national 
convention to be held in Buffalo in 
June. At the conclusion of the conven- 
tion all those who had contributed to 
the success of the convention, includ- 
ing the St. Petersburg delegation, were 
given a rising vote of thanks. 


Chattanooga Elects 


At the annual election of officers for 
the Chattanooga Plumbing and Heat- 
ing Assn., the following men received 
the majority of votes: John Cuneo, 
John Cuneo Plumbing & Heating Co., 
president; George Jones, George Jones 
& Son, vice president; W. R. Jones, W. 
R. Jones Plumbing & Heating Co., sec- 
retary; and George Allen, George Allen 
Plumbing Co., treasurer. 

John Knoedler, Knoedler & Mere- 
dith Plumbing & Heating Co., who has 
been secretary of the local organiza- 
tion for more than fifteen years, was 
not a candidate for re-election. Mr. 
Knoedler stated that increasing busi- 
ness demanded more of his time and 
that, “anyway some other man should 
be given a chance at the job.” 
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Left to right: H. S. Ritchie, Albemarle; J. R. Bagwell, Durham, first vice president: 
Wilbur Dosher, Jr.. and Wilbur Dosher, Sr.. both of Wilmington: B. H. Hefner; and 
L. L. Hackney, secretary-treasurer 


North Carolina Annual 


© W. H. Sullivan elected president 


Air conditioning with 


radiator heat discussed at two-day convention held in Golds- 


boro. April 20-2] 


The sell air condition. 
ing with the 
chief topics of discussion at the twenty- 
convention of the North 
Assn. of Plumbing and Heat- 
held in Goldsboro, N. 


Officers for the coming 


campaign to 


radiator heat was one of 


sixth annual 
Carolina 
ing 
C.. April 
vear were elected on the second day of 


Contractors 


20-21. 


the convention and were as follows: W 
H. Sullivan, president: J. 
R. Bagwell, 
(j EK. Briever, 
president; L. L. 


Greensboro, 
first vice 
Winston-Salem, 
Hackney, 

and E 
and 


Durham, presi- 
dent: 
second vice 
Charlotte, 
B. Grady, 
todian 
Col. Allison F 


of the American Radiator Corp., 


secretary-treasurer ; 


Concord, historian Cus- 


A. Scott, vice president 


was the 


speaker who introduced the subject of 
air conditioning with radiator heat. As 
an introduction to his talk, Col. Scott 
held up the last issue of Domestic EN- 
GINEERING opened to the pages devoted 
to the account of air conditioning with 
radiator heat. Col. Scott prefaced his 


remarks by saying that here was a mes- 
for the industry “My 
thought in radiator heating and air con 
ditioning is that it all manu- 
facturers and all contractors from an in 
dustrial He 
stressed the point that air conditioning 
With this point 


sage entire 


concerns 


standpoint.” he said 


is 80 per cent heating 


in mind Col. Seott stated that contra: 


tors could now enlarge the number of 


their prospects. 

He stressed the fact that 
great increase in building activity and 
that the public is looking for new ideas 


there is a 
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securing a state code of inspection and 
supervision. This praise was given by 
John J. Shanahan, national director. An- 
other thing mentioned by Mr. Shanahan 
was the fact that many non-members 
were reaping the benefits of the activi- 
ties carried on by members. Mr. Shana- 
han told of association activities from 
a national viewpoint and related what 
had been accomplished in the drive for 
increased membership. He read a tele- 
gram received from President Frank 
which expressed his regrets at not be- 
ing able to attend the convention and 
extending his best wishes to the meet- 
ing. 

President Hopkins introduced Mrs. 
W. O. Mitcham, Goldsboro, who wel 
comed the ladies who attended the con 
vention and urged the formation of a 
state auxiliary. 

Charles B. Nash, 
Standard Sanitary Mfg. Co., who ad- 
dressed the convention, recounted the 
story of how a chair for plumbing, heat- 
ing and ventilating was established at 
Tech. Mr. Nash, Theodore 


vice president, 


Carnegie 





(;roup picture of 


ladies attending the North Carolina association 


convention in Goldsboro 


factors, 
increased 


These two 
according to Col. Scott, mean 
business in the automatic heating field. 
Now that the radiator heat campaign is 
launched contractors will have additional 
and offer. Col. 
Scott stated that here was a unified sell- 
ing argument that contractor 
could take advantage of, and, which in 
contractor 


and new comfort. 


products services to 


every 


turn, would benefit every 
deale} 
The North Carolina 


praised for the progress it had made in 


association Was 





Left to right: E. D. Pardingten. C. B. 


Sanitary Mie. { o.: Joe | ,ones.. 


Nash and J. A. 
Noland Co.: 


Hickman, all of Standard 
and FE. O. Brady. Briggs Mfg. Co. 


Reed, working in 
national 
establishing the 
Carnegie Tech 
education 


Ahrens and 
conjunction 


tion, 


Henry 
the 
succeeded = in 
Theo. Ahrens chair at 
after the subject of higher 
had been brought up at the convention 
held in West Baden, Ind. 

Mr. Nash also told how sanitation and 
style had entered the _ kitchen, thie 
women's workshop: how lower 
had come to be developed; and how the 
small bathroom had been a powerful in 

the number of 
hotels 


aSSOCIlAa 


with 


sinks 


fluence in increasing 


and clubs 


newspaper 


homes, 
the 
which 


bathrooms in 
He also sketched adver- 


campaigns stress to the 
public the importance of 


plumbing installations made by 


tising 
having al! 
mastet 
plumbers. 

His talk closed with the thought that 
every job should be figured to return 4 
profit. “Build vour personality § into 
your business,” said Mr. Nash. “Have 
hope and confidence in yourself and in 
the future.” 

Henry E 
ident 
few 


Longley, past national pre 


and state president spok: 


did Past 


past 


words as Pres. Edward 
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Harding of Greensboro. In the evening 
a banquet and dance was attended with 
about 150 present. Wilbur Dosher, past 
vational secretary, acted as toastmaster. 
Miss Kathaleen Mitcham, daughter of 
W. O. Mitcham, of Goldsboro, enter- 
tained the guests with a solo dance. 

President Hopkins appointed the fol- 
lowing committees: auditing—E. B. 
Grady, Concord; V. G. Moser, Asheville; 
and W. H. Wilson, Asheville; resolutions 

Dick Crutchfield, Greensboro; L. P. 
Paschall, Durham; and R. H. Wilson, 
Henderson; nominating-—-A. Z. Price, 
Charlotte; Red Rowe, Durham; and H. 
P. Ritchie, Albemarle. 

H. L. Hopkins, the retiring president, 
was elected to go to the national con- 
vention in Buffalo this June as the 
guest of the association members as a 
token of their appreciation for his ef- 
forts during the past year. Delegates 
to the national convention are as fol- 
lows: Wilbur Dosher, Jr., Wilmington; 
Kk. B. Grady, Concord; A. Z. Price, 
Charlotte; L. L. Hackney, Charlotte; H. 
L. Hopkins, Charlotte; W. O. Mitcham, 
Goldsboro; and C. C. Brown, Burling. 
ton. 

Other speakers who addressed the 
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Left to right: R. L. Critz, Kaunapolis: P. C. 


Mitcham and M. L. 


convention were: Robert Brown, man- 
ager of Crane Co., Greensboro and E. O. 
Brady, regional district manager of 
Briggs Manufacturing Co., at Atlanta, 
Ga. J. Griggs of the Federal Housing 
Administration outlined FHA activities 
and stressed the importance of Title I. 
J. J. Shanahan also spoke on the sub- 
ject of the Plumbing and Heating In- 
dustries Bureau. Mr. Shanahan ex- 
plained what the bureau is doing to call 
attention to the industry and conse- 
quently increase the sales of individual 
contractor-dealers. In his talk, Mr. 
Shanahan stressed the importance of 
cooperation between manufacturers, 
wholesalers and contractors. 


Kentucky Convenes 


® Zoning plan to promote increased membership a feature of 
convention at Louisville—Robert A. Layer elected president 


The Kentucky State Master Plumbers 
Assn. met at the Brown Hotel in Louis. 
ville, on April 20-21, in what was termed 
a business conference and not the or 
dinary type of convention. Stressed at 
the meeting was the importance of the 
resolution passed to zone the state in 
order to make an intensive drive for 
increased membership. Officers elected 
at this, the annual meeting, to serve for 
the ensuing year are: Robert A. Layer 
of Louisville, president; W. F. Me- 
Shane of Glasgow, vice president; and 
O. H. Mitzlaff of Louisville, treasurer. 
Mr. Mitzlaff has occupied the office of 
secretary for nine years. 

The zoning resolution followed in prin- 
ciple that of an outline given at the 
business meeting held on the second 
day of the convention by Walter E 
Evnon, of the A. C. Eynon Plumbing 
Co., Canton, Ohio, a director of the 
National Assn. of Master Plumbers. The 
high point of Mr. Eynon’'s talk was the 
recommendation to zone the state into 
®0 mile areas. In each area a key man 
would be appointed to lead a drive for 
new members. Members at the meet 
ing volunteered to act in the capacity of 
key men for their territories 

Mr. Eynon declared that the national 
association does not permit “skipping, 


that is, members who pay dues tor one 
year, dropping out of the association the 
next year and then expecting to reenter 
with all rights and privileges the fol- 
lowing year. The Kentucky association 
does not permit this practice either. 

A research laboratory to serve the 
entire plumbing industry was advocated 
by Mr. Eynon as a national program 
He spoke also of the good work that is 
being done by the Plumbing and Heat- 
ing Industries Bureau in promoting new 
methods of merchandising and pub 
licity. 

Serving as a friendly introductory get 
together, the meeting opened with a 
dinner dance which was held on Mon 
dav evening in the roof garden of the 





‘a 


Robert A. Layer, 
elected president 


John Kennedy, 


retiring president 





(rodfrey, Charlotte: J. M. Crutchfield. 
Greensboro: Red Rowe, Durham: H. T. Brenner, Greensboro: and T. L. Blow. W. O. 


Keen. all of Goldsboro 


Brown Hotel. Approximately 160 mem- 
bers and eunests were in attendance. 
John E. Kennedy, Covington, the retir- 
ing president, acted in the capacity of 
toastmaster. 

Commitments for approximating $3,- 
HOO OOU in new construction work have 
been issued in Kentucky by the Federal 
Housing Administration, Judge Roscoe 
Dalton, associate state director of the 
FHA, said in the principal address of 
the evening session. Judge Dalton de 
scribed in detail the operation of the 
FHA, particularly with relation to its 
effect on the plumbing and heating in- 
dustry. He also told the members just 
how they could cooperate to make the 
program more effective, both for them 
selves and for the project 

John E. Kennedy, retiring president, 
introduced the representatives of a 
number of manufacturers and supply 
houses who wished the association mem 
bers success and offered their utmost 
cooperation. 

Addresses of welcome were made by 
Martin Wittmer, president of the 
Louisville Master Plumbers Assn.; John 
I. Zehnder, past state president; and 
Robert A. Laver, the newly elected 
president. 

\t the banquet, which was a social 
highlight of the convention, Fred Per 
kins, state plumbing inspector, spoke 
briefly. Another feature was a playlet 
presented by the students of the Ahrens 
Trade School under the direction of 
Harold G. Wilson, plumbing instructor 
This plavlet was divided into thre 
scenes and told the story of how a con 
tractor-dealer must Keep himself and 
his shop modern and up to the minute 
in order to secure the amount of bus! 


ness that he should 





John L. Zehnder, 


reelected secretary past president 


oO. H. Mitzlaff. 
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Left to right: 


A. F. Collins of Kansas City, C. M. Crane and C. R. Sieber of Mil- 
waukee, all with Butler Mfg. Co.. Kansas City, Mo.; E. D. Kennedy, G. H. Fredericks 
and C, A. Sprague, all of The Hays Corp., Michigan City, Ind.; and E. K. Scoggin, 
Minneapolis-Honeywell Regulator Co., Minneapolis. 


Stoker Conference 


® Stoker merchandising and sales promotion are among topics 
taken wp at annual meeting on solid fuels and domestic 


stokers at Madison, Wis. 


Featured by the presentation of a 
wide variety of interesting subjects and 
the display of an impressive group of 
conference’ on 
held 


University of 


exhibits, the second 
and domestic 
Wis., at the 
Wisconsin, April 21-22, drew a 
semblage of dealers and 
ers. So large was the attendance that 
it was necessary to hold the meetings, 
which had been scheduled to take place 
in the lecture room of the Mechanical 
Engineering Bldg., in Agricultural Hall, 
facilities were avail- 


solid fuels stokers, 
at Madison, 
big as- 


manufactur- 


where increased 
able. 

Among the subjects taken up by the 
speakers were the competitive fuel sit- 
which the 


uation. the considerations 


home owner has in mind when choos- 
ing heating equipment, fundamentals 
of domestic stoker merchandising and 
fuel saving due to storm windows, 


weatherstripping and insulation. The 
purpose of the conference was to bring 
together people engaged in the produc- 
sale of solid fuels, domestic 


related equipment for the 


tion and 
stokers and 
discussion of problems of mutual inter- 
est and importance. 

were held from 9 
until 9:30 or 10 o'clock 


Sessions o'clock 


in the morning 


in the evening on the first two days 
and until about 5 o'clock on the last 
day, 


Talks on Fuels 
The conference was opened with an 
Tur- 


Engineering 


address of welcome by FF. E. 


neaure, dean, College of 
Then, under the chairmanship of Not 


vin H Vaughan. assistant general 


sales manager, The Consolidated Coal 
Co.. Chicago, the conference plunged 
into the business at hand First, B. 


mechanical en 
Wisconsin. 


G. Elliott, professor of 
gineering, 
gave a comprehensive analysis of “The 
Fuel Situation.” In 1935, 
Elliott, anthracite fur- 
bituminous coal 46 
natural gas 
cent 


University of 


Competitive 


said Professor 
nished S per cent, 


per cent, oi] 26 per cent, 


% per cent and water power 9 pe! 


Impressive group of exhibits 


of the total energy supplied. 

In touching upon the equipment sit- 
uation, Professor Elliott listed the fol- 
lowing considerations, which, he felt, 
the home owner kept in mind in choos- 
ing heating equipment: 1. The home 

wants a dependable heating 
insuring as completely uniform 
temperature as possible. 2. He de- 

fuel which will be clean in 
and a heating plant which 
will be clean in operation. 3. He de- 
mands a heating plant and fuel that 
will be as completely automatic as pos- 

4. He demands 
will require the 


owner 
plant 


mands a 
delivery 


sible in its operation. 
a heating plant that 
minimum of attention. 5. He wants to 
put in a fuel which he Knows can be 
secured. 6. He wants the manufacturer 
of the equipment to tell him just what 
He wants to know that 
that fuel at a 


fuel to buy. 7. 


the dealer can supply 
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reasonable price. 8. The question of 
storage is important. Does he have to 
use one quarter of his basement space” 
9. He demands a heating plant that will 
provide the maximum of safety. 149. 
He demands a heating plant that will 
offer the minimum nuisance to the 
neighbors. 11. He demands a heating 
plant and fuel burning equipment of 
reputable source and he wants to buy 
it from a local concern backed by a 
reputable dealer. 


Other Papers Presented 

Other papers presented included the 
following: “Methods of Dustless Treat- 
ment,” by Berry N. Beaman, sales man- 
ager, Viking Mfg. Co., Jackson, Mich.: 
“Sales Promotion, How to Make Them 
Buy,” by C. Franklin Brown, C. Frank- 
lin Brown & Co., advertising, Chicago; 
“Air Control with Stokers,” by R. E. 
Bressler, chief engineer, Paragon Kol- 
Master Corp., Oregon, Ill.; “Electrical 
Control Systems,” by E. K. Scoggin, 
Minneapolis-Honeywell Regulator Co., 
Minneapolis, Minn.; “The Elementary 
Phases of Combustion from the Hand 
Fired and Stoker Standpoint,” by R. 
G. Johansen, president, The Hays In- 
stitute, Chicago; “Packaged Fuel,” by 
R. F. Mitten, C. M. Eberling Co., Cleve- 
land, Ohio; “Stoker Coal,” by F. R. 
Kimmel, general manager, stoker divi- 
sion, Anchor Stove & Range Co., New 
Albany, Ind.; “Fundamentals of Do- 
mestic Stoker Merchandising,” by A. E. 
president, A. E. Bergman, 
Inc., Eau Claire, Wis.; “‘Merchandising 
Can Be Made Simple,” by C. C. Degen- 
hardt, The United Coal & Dock Co., 
Milwaukee, Wis.; “Stoker Sales Argu- 


Bergman, 





Left to right, top row: 


and G. H. Hodgkiss, Century Electric Co., Chicago. 


J. S. Baker, Cook Electric Co.. Chicago; R. E. Langston 
and G. H. Rossabo, Holeomb and Hoke Mfg. Co., Indianapolis; R. G. Johansen, The 
Hays Institute, Chicago; A. N. Schultz and H. A. Matthews, Mercoid Corp., Chicago; 


Center row: W. S. Michael. 


Mendota, Ill, and W. G. Wideman, Milwaukee, both of Sampsell Stoker Corp.. 
Mendota, Ill.; Prof. L. A. Wilson, University of Wisconsin; A. F. Smith, Ellison 
Draft Gage Co., Chicago; E. J. Ostermeier, Holcomb and Hoke Mfg. Co., Indianapolis; 
B. L. Lerch, Mercoid Corp., Chicago; and F. R. Kimmel, Anchor Stove and Range 


Co., New Albany, Ind. Bottom row: 


J. E. Martin, Link-Belt Co. Chicago: L. 


Schwitzer, Schwitzer-Cummins Co., Indianapolis; A. E. Bergman, Eau Claire, Wis.: 
E. B. Maire of Chicago and R. D. Marshall of Des Moines, both of Penn Electric 


Switch Co. Des Moines: 


Robt. E. Bressler and H. L. Johnson, both of Paragon Coal- 


Master Corp., Oregon, IIL. 
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ments, Good and Bad,” by J. E. Mar- judge on April 14, Walter Galdjalkas, versity's department of mechanical en- 
tin, president, Mid-West Stoker Assn., 12200 Emerald Ave., was fined $25 and gineering on “What’s What in Air Con- 
manager, stoker division, Link-Belt Co., costs and placed on six months’ proba- ditioning;’’ R. E. Moore, vice president 
Chicago; “Fuel Saving Due to Storm _ tion for doing plumbing work without a of Bell and Gossett Co., Chicago, on: 








Windows, Weather Stripping and In- master plumber’s certificate. “A Year-Round Hot Water Supply;” 
sulation,” by G. L. Larson, president, Osborne Monnett, advisory engineer 
The American Society of Heating and for the Commercial Testing and Engi- 
Ventilating Engineers, professor and Coal Short Course neering Company, Chicago, on “Trouble 
Cone, em mngenetring ue- The third University of Illinois “short Shooting in Large ens erante;” W. 
partment, University of Wisconsin. course” on Coal Utilization will be held B. Hughes, American Radiator Com- 


any, New York, on “Changing Tre 
on the campus June 9, 10 and 11, it 2°” é inging Trend 


in Heating,’ and others. 
was announced recently by Prof. A. C. 5 


Law Enforced Callen, head of the department of Min- ° 

Excellent progress is being made by ing and Metallurgical Engineering Delegation Plans 
the board of examiners of plumbers of which sponsors the meeting. In accordance with established cus- 
the City of Chicago in enforcing the The purpose of the conference is to tom, the Milwaukee-Chicago delega- 


Chicago plumbing license ordinance, present technical and practical infor- tions to the national convention will 
which was passed August 2, 1935, ac- mation pertaining to coal and its effi- make the trip to Buffalo together. It 
cording to reports which have been re-_ cient utilization for the benefit of those has not been definitely decided on what 
ceived. The board has the active co- engaged in mining, preparing, market- railroad they will travel from Chicago to 
operation of the Plumbing Contractors’ ing and using coal, as well as those the convention city, but it is antici- 
Assn. of Chicago, and the Chicago Jour- manufacturing and distributing machin. pated they will leave Chicago on Sun- 
neymen Plumbers’ Assn., representa- ery for the preparation and utilization day morning, June 21, and arrive in 
tives of whom have been quite active in of coal. Buffalo Monday, June 22. The master 
checking violations of the ordinance New developments in stokers will b> plumbers of both the Chicago and Mil 
and bringing violators into court. The discussed by B. M. Guthrie, chief of Waukee associations have been urged 
plumbing contractors’ association also the stoker division of Fairbanks, to make this a vacation trip for them- 
furnishes the services of an attorney to Morse and Co., Chicago. Frank J selves and their families Pres, Thos. 


help prosecute handymen, janitors and Hoke, vice president of Holcomb and Kk. Hanley of the Chicago association 


engineers who violate the ordinance. Hoke Mfg. Co., will discuss the ele and Jacob Schuh of the Milwaukee as 
On April 9 Alfred Marianella, 11432 mentary calculations for domestic sociation are in charge of the arrange 
South Park Ave., Chicago, was fined stoker installations. ments. An invitation will be extended 





states to 


$100 and costs by Judge Thos. E. Green Other papers will be presented by to the delegates in adjoining 
acompany the delegation, 


of the municipal court, and by the same Prof. M. K. Fahnestock of the un! 
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follows copper pipe wherever it goes, Its leak proof, it's 

air tight, it resists maximum bend, pull, twist and vibration t 
stresses and repeated freezings. It's modern. permanent ; 
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Alabama Convenes 


© Annual convention of Alabama masters discusses merchandis- 
ing methods—Resolution adopted requesting FHA to include 
Hoover Code in specifications—Mandy elected president 


FHA, 
the 


tion to secure passage of a state plumb- 


Merchandising methods, and 


the efforts being made by associa- 
ing code were among the principal top- 
the 
Plumbers. 


April 13 


convention § of 
Master 


annual 
Assn. of 


ics at the 
Alabama 
The 


held on 


convention was 





Chas. Mandy, elected president 


at the Jefferson Davis Hotel in Mont- 


gomery, Ala., with a good attendance 
on hand. 


Among those who addresged the meet- 


ing were: Benjamin Seckinger, na- 
tional director; Geo. H. Hazelhurst, of 
the state board of health; Wilbur B. 


Nolen, representing the Federal Hous- 
ing Administration; Chas. Mandy, Bir- 
mingham; Jos. W. Pate, Birmingham; 
and W. T. Perry, Montgomery, who re- 
ported for the association's legislative 
committee. 

the 
was 


One of actions taken bv the as- 
reso- 


Rec- 
Requirements for 


sociation the adoption of a 
lution providing that a 
ommended Minimum 
otherwise 


copy of 


known as the 
the Federal 


Plumbing, 


lioover Code. be sent to 


Housing Administration with the _ re- 
quest that the FHA incorporate this 
code in all specifications for homes in- 
sured under Title II. The resolution 
pointed out that the Alabama associa- 
tion believes that if this is done it will 
protect the home from insani- 
tary installations and also will set up 
a uniform standard. <A copy of this 
resolution was sent to the national of- 
fice and it was recommended that this 
subject be placed before members at 
the coming national convention. 


owner 


Apprentice Rules 

Another resolution passed at the con- 
vention provided that the association 
sponsor apprentices in the shop and 
that a committee be appointed to draft 
rules and regulations governing method 
of employment and instruction. 

Chas. Mandy the 
presidency for the coming year. Other 
were: G. H. Russell, 
and J. H. 
The 
appointed 


was elected to 
elected 
vice 
Birmingham, 
directors is to be 


officers 
Florence, president; 
Hamil, 
board of 
by the president later. 

The convention was opened with an 
welcome by Mayor W. A. 
introduced by P. T. 
Mulchay, Jr., secretary of the Mont- 
association. The first speaker 
Pres. Chas. Bailey, who 
presided, was Geo. H. Hazelhurst of 
the state board of health, who pre- 
sented an interesting paper on plumb- 
ing and health, in which he gave a 
resume of what his department is 
doing in carrying out the laws of the 
state in this connection and how mas- 
plumbers are cooperating in this 
work. Mr. Hazelhurst stated that his 
department is in favor of the passage 
of a suitable state plumbing code. 

Benjamin Seckinger, Atlanta, 


treasurer. 


address of 


Gunter, who was 


gomery 
introduced by 


ter 


na- 
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tional director, then discussed associa- 
tion affairs from a national standpoint 
He urged that the members teach 
those who do not belong to the associ- 
ation the value of association work and 
that a drive for new members be made. 
He pointed out that in numbers there 
is strength. 

Pres. Bailey then appointed the fol- 
lowing committees: credentials—J. H. 
Hamil, Birmingham; Geo. Smart, Jr., 
Montgomery; P. J. Calahin, Montgom- 
ery; resolutions—Jos. Pate, Chas. 
Mandy and Lee Dulion, all of Birming- 
ham; auditing—H. Williams, Mont- 
gomery; G. H. Russell, Florence; and 
Chris Bailey, Montgomery; memorial- 
J. L. Cahalin, Montgomery; C. W. 
Spangler, Birmingham; and P. T. Mul- 
chay, Jr., Montgomery; legislative—W. 
T. Perry, Chas. Bailey, and Buddy 
Pope, all of Montgomery; and state 
plumbing code—Jack O’Gwynn, W. T. 
Perry and J. L. Cahalin, all of Mont. 
gomery. 

At this point a letter from National 
Secy. E. L. Flentje was read calling 
attention to the national membership 
drive and the prizes offered. 


Discusses Merchandising 

W. T. Perry of the state legislative 
committee reported on the state plumb- 
ing code. Efforts will be made to have 
a revised code passed at the next ses- 
sion of the legislature, he stated. 

“Put your efforts where they will 
do the most good,” stated Chas. Mandy, 
Birmingham, in a short talk in which 
he urged the men to spend more time 
selling themselves and their services 
to the home owner. “With all the 
many services and products we have 
to offer for the convenience of the mod- 
ern home, all the sales helps we get 
from the manufacturers and the mer- 
chandising ideas obtained from Dom- 
ESTIC ENGINEERING, we are in a position 
to obtain some very profitable results,” 
he said. 

Mr. Mandy urged the members to 
make their places of business as _ in- 
viting to the public as possible and to 
sell personal service. “We have tech 





Reading from left to right: Jack O’Gwynn, secretary-treasurer of the Alabama state plumbing board; J. H. Hamil, state treasurer 


and member of the board; W. T. Perry, state legislative committee; and Chas. D. Bailey, retiring president and member of the board 
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Group pictures taken at Alabama state convention. Photograph at the left, reading left to right: Geo. Fabel, Chris Bailey, Buddy 


Pope, Jos. Smith, Jack O’Gwynn, Jack Main, and P. J. Mulchay, Sr. Center photograph, left to right: Lee Dulion, C. W. 
Benj. Seckinger, D. W. Benson, G. H. Russell, Jos. Pate, and John Block. 
Brandt, R. C. Armstrong, H. W. Blackman, J. L. 


nical training and most people would 
prefer to do business with us instead 
of with a d. t. u. house if we can give 
them the most for their money plus 
our own ability,” said Mr. Mandy. “Put 
personality into your work and show a 
real spirit of service.” 

The convention then stood in a mo- 
ment of silence in memory of Jos. 
Smart, Sr., Montgomery, who died dur- 
ing the past year. 


Submits Sales Idea 

Methods of distribution as they were 
in the past and as they are today were 
discussed by Jos. W. Pate, who urged 
the men to make a keener checkup on 
their prices and methods of doing 
business, to advertise more and, if pos- 
sible, to carry an attractive catalog of 
their own, showing pictures of fixtures, 
with prices, to interest the prospective 
buyer and thus compete with d. t. u. 


houses. It was decided that a com- 
mittee should be appointed by the new 
president to study Mr. Pate’s sales 
idea. 
Talks on FHA 

During the luncheon meeting, Wil- 


bur B. Nolen, representing the Federal 


Housing Administration in Alabama, 
gave a very interesting talk on FHA. 
At this meeting Benjamin Seckinger 


told of the coming national convention 
and urged everyone to attend. A tele- 
gram from National Pres. George W. 
Frank was read at this time. 

At the close of the session Birming- 
ham was selected for the 1937 conven- 
tion and votes of thanks were given to 
all those who had helped make the 
convention a success, 


Alabama Plans 


Charles A. Mandy, new president of 
the Alabama Assn. of Master Plumbers, 
has announced that one of the objectives 
of his term of office will be to organize 
local associations in several of the 
smaller cities of the state. Only Bir 
mingham, Mobile and Montgomery now 
have organizations. To this end a num 
ber of district meetings are now being 


arranged. Several of the small cities 


also desire plumbing examination 
boards similar to those effective in the 
three larger cities and Mr. Mandy pro- 
poses to help bring this about through 


local bills introduced in the legislature. 


Other Objectives 

Three other objectives announced by 
Mr. Mandy are as follows: cultivation 
of better relations with the jobbers; the 
securing of 
Hoover code as a 
cation and uniform 
journeymen plumbers. 

President Mandy has 
committees as 
Charles D. Bailey, retiring president of 
Montgomery; W. T. and 
Cahalin, also of Montgomery; trades re- 
Cahalin, 


a state code based on the 


minimum; and edu- 


wave scale for 
announced his 
follows: legislative 


Perry James 
James 
Rogers, Tuscaloosa; 
Birmingham; Jack 
Montgomery, and Mr. Russell of 
cumbia; apprentice—-Charles D. Bailey, 
Montgomery; R. C. Parker, Birmingham 
and L. E. Dulion, Birmingham; and 
membership—Mr. London, Huntsville; 
George H. Carter, Cullman; John Carr, 


lations Montgomery; 
Shorty 


Spangler, 


Charles 
Main, 


A el . 
rus- 


Gadsden; John Block, Marion; Mr. 
Cribb, Anniston; Buddy Pope, Mont 
gomery; P. T. Muchay, Jr., Montgom 


ery; Robert Lutz, Mobile; James Sulli- 
van, Bessemer; Mr. Rogers, Tuscaloosa 


and Mr. Michael, Talladega. 


Inspection Sought 

Periodic inspections to see that 
plumbing in Birmingham is maintained 
in a sanitary condition asked by 
Charles Mandy, president of the Bir 
mingham Master Plumbers Assn., and 
new president of the state association, 
at a meeting of the city commission re- 
cently. He said these inspections should 
cover all public buildings, stores, eat 
ing places and other places with public 
toilets. 

A sanitary engineer or a 
plumber should be appointed to make 
these inspections, Mr. Mandy said. He 
declared the city has strict regulations 


Was 


practical 


covering the installation of plumbing 


but has no provisions for maintaining 


Spangler, 


Photograph at right, reading from left to right: W. T. 
Cahalin. Geo. Smart, Jr.. Otis MeAdam. and D. FE. 


Armstrong 


the standards after the plumbing is in- 
stalled. He 
buildings is in bad condition 
suggested that 


spectors be made deputy 


said plumbing in many 


It was plumbing in 
Health Depart- 
ment inspectors and be given power to 
Com 
that Mr. 
Mandy attend a conference between the 
and Dr. J. D 
officer, 


condemn insanitary plumbing. 


mission members suggested 
commission 
healt h 


soon. 


Buffalo Home Show 


Air-conditioning 


Dowling, 


which will be arranged 


equipment, oil-heat 


ing systems and other modern essen- 
tials attracted a great deal of attention 
at the National Home Show in Buffalo. 
N. ¥., the April 13-17, at the 
lv6th Regiment Armory. At this show. 


the value ofl 


week of 


home modernization was 


brought out by speeches, by moving 


pictures and by actual demonstrations 


of new equipment. 


All seven phases of home building, 


including home sites, finance 


planning, 


ing, construction, furnishing and deco 
ration, landscaping and equipment 
were exemplified The attendance 
broke all records for such exhibits. A 


number of exhibitors reported that the 


sales they closed at the show ex- 
ceeded their expectations and the “hot” 
ventilating and 


prospects, for heating, 


air-conditioning ‘equipment, made the 


show an unqualified success 


S. F. Masters Meet 


An open meeting, to which non-mem 
bers were invited, was held March 20 by 
theSan Francisco Master Plumbers Assn 
Inc., the gathering being addressed by 
National Director L. J. Kruse of Berk 
eley and W. H. Picard of Oakland, pre 
ident of the California State Maste 
Assn. Mr. spoke on 


the subject of association work and the 


Plumbers’ Kruse 


value of association membership Vii 


Picard also stressed the advantages of 


group effort, concluding with the invi 
tation to attend the California state 


convention at Hotel Del Monte, May 20 


to Zs 
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Honored 


® Testimonal supper dance 
gwen for President Frank 
and Secretary Ritter 


Business associates of Pres. George 
W. Frank and Secy. Henry J. Ritter of 
the National Assn. of Master Plumbers 
sponsored a testimonial supper dance in 
their honor at Buffalo on April 14. 
Those in attendance included a great 
many friends, not only from Buffalo and 


western New York but from distant 
points, as well as contractors, repre- 
sentatives of business papers, whole- 


salers and manufacturers. 

Mr. Frank as well as Mr. Ritter have 
served the plumbing industry, both of 
Buffalo and of New York state, for many 


years, holding offices ranging from 
minor ones to the leadership of the 
state. Their present responsibility for 


the executive direction of the National 
association results from their 
ful service to the Buffalo and New York 
State well as their re- 
peated services to the national. 

The comments at the testimonial sup- 
per, made by their business friends, re- 
cited the record of President Frank and 
secretary Ritter in upbuilding the 
plumbing industry both through organ- 


Success- 


associations as 


Sy 


DOMESTIC ENGINEERING 
ization work and as contractors. Sub- 
stantial evidence of appreciation was 
shown in gifts made by their associates 
as well as by manufacturers and whole- 
salers. 

William Ludlow, president of the 
Buffalo association, presided. Allan ‘A. 
Westphal was chairman of the testi- 
monial committee. Among others par- 
ticipating in the preparation or who 
spoke were August Ebke; Past Presi- 
dent George H. Drake; Ernst L. 
Flentje, executive secretary, N.A.M.P.; 
Fred Fleishauer, Buffalo secretary; Mrs. 
F. C. Kuetemeyer, Milwaukee, Wis., 
president of the national auxiliary; 
Mrs. Arthur C. Huck, president of the 
Buffalo auxiliary; and N. J. Higin- 
botham and Fred Zander for the whole- 
salers. 


Water Heater Drive 


With the master plumbers taking a 
leading part, an intensive drive on the 
sale of water heaters for the month of 
May is now gaining momentum in the 
San Francisco Bay region and northern 
and central California. Cooperating 
with the plumbers are the Water Heater 
Representatives of Northern California 
and the sales promotion department of 
the Pacific Gas and Electric Co., these 
three groups having worked out a pro- 


New Two Way 
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gram whose aim is a concerted drive on 
the sale of the better water heaters. 
Master plumbers in all San Francisco 
Bay cities, as well as Sacramento, 
Stockton, San Jose, Palo Alto, Redwood 
City, Burlingame and many interme- 
diate points, are cooperating in the drive. 
The Water Heater Representatives of 
Northern California were organized on 


Feb. 3 and Elmer K. Ross of Crane 
Company, San Francisco, was chosen 
president. 


Iowa Conference 


A broad range of topics dealing with 
the subject of air conditioning was 
taken up at the Heating and Air Con- 
ditioning Conference held March 25-27 
at Iowa State College, Ames, la. The 
program ranged from discussions of air 
conditioning fundamentals to the figur- 
ing of practical problems, and included 
exhibits and demonstrations which 
were given at the university’s aero- 
nautical laboratory. 

Among the subjects included on the 
program were: “Temperature, Humidity 
and Comfort” by D. C. Faber, director, 
Engineering Extension Service, Iowa 
state associations as well as their re- 
Heating Requirements of a Residence” 
by F. H. Whitcombe, engineer, Lennox 
Furnace Co., Marshalltown; “Design of 


OBSERVE THESE FEATURES: 


Vent Lock 


Prevents Tampering with Adjustment. 
Vent Regulator. C—Large Ori- 


A radiator valve is best judged by its features of 
design and construction. Viewed from any stand 
point, the new SLATER Dual Float Valve is 
unquestionably a winner. You've but to glance 
at the cross section illustration at right to 
discover this for yourself. SLATER and science 
have worked hand in hand to produce this bet 
ter valve. You will note the vent regulator which 
controls and balances the amount of air vented 
through two vents acting simultaneously. 


Remember, when 
SLATER Valves ZO tH, 
high fuel costs and 
household discomfort 
go out...then specify 
SLATER Valves for 
every radiator job. 
SLATER Valves are 
sold only through rec- 
ognized wholesalers. 
See yours today! 
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Upper Corrugated Float (Open to Atmos- 
Float Guide. F—Lower Float (Thermo- 
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G—Adjustable Syphon. 


static Control). 


new exclusive feature of the SLATER Valve. Also 
note the vent lock which positively prevents tam- 
pering after the proper adjustment has been made. 
Another SLATER departure from ordinary valve 
practice permits cleaning of the valve without the 
necessity of removal from radiator. This feature 
minimizes replacements, expense and trouble. Be- 
cause they have a direct bearing on the customer's 
satisfaction, these features are worthy of the 
most careful consideration by every heating man. 
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a Forced Air Heating System” by A. C. 
Walters, chief engineer, Green Furnace 
& Foundry Co., Des Moines; “Applica- 
tions of Air Conditioning” by J. L. Le- 
vine, engineer, The General Electric 
Co., Bloomfield, N. J.; “Insulation 
Does It Pay?” by A. H. Kimball, head 
ot architectural engineering depart- 
ment, lowa State College; and “Rela- 
tive Results in Operating Gravity and 
Forced Air Heating Systems” by J. C. 
tehman, Keith Furnace Co., Des Moines. 

Other subjects were: “Residential 
Air Conditioning” by J. H. Walker, en- 
gineer assistant to general manager, 
Detroit Edison Co.; “Air Circulation, 
Air Cleaning and Humidification” by 
F. G. Sedgwick, vice president, Water- 
man-Waterbury Co., Minneapolis; ‘Air 
Conditioning the Small Commercial 
Building’ by Maurice Olchoff, engineer, 
Natkin & Co., Des Moines; “Trends in 
Air Conditioning” by J. H. Walker; 
“The Application of Automatic Controls 
to Air Conditioning” by J. E. Haines, 
assistant manager, modutrol division, 
Minneapolis-Honeywell Regulator Co., 
Minneapolis; “Radiator Heating and 
Separate Systems for Air Conditioning” 
by C. E. Pullum, vice president, Bell 
and Gossett Co., Chicago; “Fin Surlace 
and Its Use in Air Conditioning” by 
Wm. Goodman, engineer, The Trane 
Co., La Crosse; and “Air Conditioning 
a Small Community Town Hall” by R. 
A. Norman, professor of mechanical en- 
gineering, lowa State College, Ames. 

The information contained in the 
sales story for “Air Conditioning with 
Radiator Heat” was presented at this 
conference, being included as a portion 
of the address presented by C. E. Pul- 
lum. Mr. Pullum also detailed the 
many advances which have been made 
by the radiator heating industry 
through new developments in equip- 
ment. 


Named Manager 


Evidence of the close bonds of fel- 
lowship and confidence existing in the 
plumbing and heating industry is pro- 
vided by an announcement from Min 
neapolis stating that Dave Huston, mas 
ter plumber, has appointed W. W. 
Hughes, a fellow contractor-dealer, to 
manage his business for him to enable 
him to take a much needed rest to re- 
build his health. Mr. Huston has been 
ill for the past two years. His place of 
business is located at 608 Third Ave., 
Minneapolis, and he has been in busi- 
ness some twenty vears, having sue- 
ceeded to the business of the late J. 
N. Smith, for whom he was foreman 
The plumbing and heating in some of 
Minneapolis’ large structures have been 
installed by his concern. 

Mr. Hughes, a past national director, 
still retains his interest in Hughes 
Heating & Plumbing Co. in Minneapolis. 
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Research Lab. 


® Massachusetts state associa- 
ation plans to set up re- 
search laboratory to study 
water pollution 


The intention of the Massachusetts 
State Assn. of Master Plumbers to set 
up a research laboratory for experi- 
mental work in water pollution and 
cross connection elimination has been 
announced by Pres. Philip S. Bailey. 
Early in January President sailey, 
alert to the many dangers existing in 
faulty plumbing, appointed a commit 
tee to consider the setting up of a 
laboratory through which first hand in- 
formation could be obtained and passed 
on to the members of the association 

The first meeting of this committe 
was held Jan. 28, and was attended by 
the members appointed by President 
Bailey to consider this matter and se 
eral guests who were invited to sit in 
for the discussion, 


Committee Members 

The members of the first committee 
which has since been enlarged are: P. 
W. Donoghue, Boston, past president 
of the national association; J. Preston 
Perham, West Roxbury, past national 
secretary and treasurer of the Massa- 
chusetts state association; Franklin E. 
Darling, Fall River, secretary and past 
president of the Massachusetts state 
association; John J. Downey, Boston, 
vice president, Massachusetts state as- 
sociation; and Pres. Philip S. Bailey. 
The invited guests were Arthur D. 
Weston, chief engineer, Massachusetts 
Department of Public Health, engineer- 
ing division; William <A. Bradford, 
Quincy, past president, Massachusetts 
state association; Andrew McGlynn, ex- 
ecutive secretary, state examiners of 
plumbers; William J. McAuliffe, Bos- 
ton, vice president and_ treasurer, 
James A. Cotter Co.;: Arthur V. Har- 
rington, assistant engineer, State De 
partment of Public Health, engineer- 
ing division; and Edward L. Penfrase of 
the Copper and Brass Research Assn. 

At this meeting the committee to be 
known as the committee on water pol 
lution and cross connection elimination 
was appointed as follows. John J. 
Downey, chairman, J. Preston Perham, 
William A. Bradford, William J. Me 
Auliffe, Franklin E. Darling, William 
P. Brown, Springfield, director, Massa- 
chusetts state association, Philip S 
Bailey, James F. Murphy, New Bed 
ford, instructor of plumbing at New 
Bedford Vocational School and inspec- 
tor of water pipe, John F. Murphy. 
Boston plumbing inspector and instruc- 
tor of evening classes in Boston Trade 
School, Arthur V. Harrington and Pro- 
fessor Thomas R. Camp, associate pro- 
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fessor of Sanitary engineering Massa- 
chusetts Institute of Technology. The 
appointment of these members to serve 
on this committee indicates a very care- 
ful selection on the part of President 
Bailey during the formulative period. 
A sub or working committee has 
been named with William A. Bradford 
aS chairman, assisted by Professor 
Thomas R. Camp, James F. Murphy, 
Arthur V. Harrington, Wm. J. Me- 
Auliffe and John I’. Murphy, and this 
sub-committee is to report its recom- 
mendations to the general committee. 
It was noted in the announcement of 
these committees that the members 
have had many years of experience and 
are well qualified to make a study of 
this subject, and, their determinations 
should prove to be of vital interest 


N. E. Trade Golf 


Plans for the 1936 season of the New 
England Heating Trades Golf Assn. prae- 
tically have been completed, according 
to Pres. Arthur A. Klonower of James 
s. Cassedy, Inc., and Captain Fdward F 
Dunn of Crane Co., who have been mak 
ing arrangements under authority 
granted to them by the board of gov- 
ernors. 

Captain Dunn reports that the first 
meeting of the season is to be held on 
April 28 at the Unicorn Country Club at 
Stoneham, Mass. The place and date 
of the second meet is still undecided, 
but the trade golfers will meet on June 
23 at the Charles River Country Club, 
Newton, Mass.; on July 21 at the Marsh- 
field Country Club, Marshfield, Mass.: 
on Aug. 18 at the Salem Country Club, 
Salem, Mass.; on Sept. 15 at the Kern 
wood Country Club, Swampscott, Mass.:; 
on Oct. 20 at the Wollaston Golf Club, 
North Quincy, Mass.; and the final meet 
will be held on Nov. 10 at the Winches- 
ter Country Club, Winchester, Mass 

several new members have been ad- 
mitted and the board of governor: 
States that the limit for membership 


has been practically reached 


Union Cit ance 
y D 

With approximately, S00 persons 
present, the sixth annual trade dinner 
and dance of the Master Plunmibers Assn 
of Union City and Vicinity, Ine. «(N. J.) 
was held at Nelson’s Town House, Wee 
hawken, N. J.. on March 7. The affair 
was in the form of a testimonial to A 
(. Krieger of Union City for his work 
in this association 

Present at the dinner and dance were 
delegations and representatives from 
Queens County, Kings County and 
(;reater City master plumbers associa 
tions of New York, also from Verona, 
south Bergen County, East Rutherford, 
Passaic and plumbing supply houses in 
Hudson County. 
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Big Missouri Convention 


® Laboratories and state code work stressed—Outstanding inter- 


est and attendance at session 


to be published in June 


More than 200 representatives of the 
industry, including manufacturers, 
wholesalers, master plumbers and mem- 
bers of the women’s auxiliary, were 
when State, Pres. Edward Mon- 
the delegates 


present 
teath of St. Louis called 
to order. The following 
officers of the association for 
Edward Quinn of St. 
Louis, president; R. H. Drussa of 
Springfield, first vice president; Her- 
man Flessa of Jefferaon City, second 
vice president; John F. Corrigan of St. 
Louis, treasurer; and Thomas Glennon 


men 
elected 
the coming year: 


of St. Louis, secretary. The delegate 
to the national convention at Buffalo, 


next June is Mr. Monteath. 
A number of out-of-state 
were guests of the association and they 
aided materially in making the pro- 
gram interesting and educational. 
Among these were Past National Pres. 
John J. Calnan, Past National Secy. 
Charles E. Gawne, Henry P. Reger, 
past president of the Illinois State Mas- 
ter Plumbers and William R., 
Brookman, secretary Illinois associa- 


tion, 


visitors 


ASsn., 


Reger Speaks 

Henry P. Reger brought 
Thomas Hanley, Jr., 
Contractors’ Association of 


greetings 
from president 
Plumbing 
Chicago, and in a 
plained that his mission 
seeking cooperation. 
He stated that just 
last Illinois state association meeting it 
officers from 
idea of 


address ex- 
one of 


short 
was 


previous to the 


was invite 
neighboring with the 
forming a Central States group for the 
protection of those engaged in the in- 
dustry. He said that the states of Mis- 
souri, Iowa, Wisconsin, Minnesota, Ohio, 
Indiana and Michigan invited to 
send delegates to the and 
that of the state did 
spond them sent representa- 
tives. 

Mr. Reger explained that 
tral States group would in 
terfere with local or state associations 
or the national association. He _ fur- 
ther explained that while the master 
plumbers have a strong organization 
second to none in the building indus- 
try, certain influences both outside and 
attacking the 
plumbers’ 
coopera- 


decided to 
states 


were 
conference 
while all not re- 


most of 


this Cen- 
no way in- 


inside the industry are 
weak points of the master 
organization and that closer 
tion, especially in connection with lab- 
oratories, is essential. 

He explained how closer cooperation 
will en- 


neighboring states 


between 


were. 


Photos and balance of report 


them to fight for each ofher’s 
rights and handle any situation that 
comes up that might effect any one 
state of the group. He stated that as 
soon as the Central States group is 
well organized other states will follow 


able 


suit. 


Calnan on Constitution 

Closest interest was accorded by all 
at the meeting to the statements of 
John J. Calnan, national director. Mr. 
Calnan’s topic was the Constition of the 
N. A. M. P. His address is given below: 

“In appearing before you today, I 
have the rather unusual honor of bring- 
ing you cordial greetings from two na- 
tional organizations: namely, the Na- 
tional Association of Master Plumbers 
and the Plumbing and Heating Indus- 
tries Bureau. President Frank has 
asked me to extend to each and every 
one of you his sincere good wishes for 
a successful convention. 

“[ should like to address you today 
on the subject of our constitution, 
which I consider the keystone to the 
arch in our organization’s structure. 

“We hear much these days about the 
Constitution of the United States. But 
I should like to speak to you about the 
constitution of our own National Asso- 
ciation of Master Plumbers. 

“When we examine the principles 
enunciated in the constitution of the 
national association, we find that, even 
though it was written 54 years ago, 
the principles therein stated are as 
fresh today as they were when they 
were written, from which I quote as 


follows: 


Objects of Association 

“*The object of this association shall 
be: First, to promote mutual kindly 
relations among members of the trade. 
Second, to combine the intelligence and 
influence of members for the protection 
of the trade against imposition, injus- 


tice and the encroachments upon our 
common rights and interests. Third, to 
advance the science and art of our 


trade by encouraging inventions, mak- 
ing known discoveries and improve- 
ments in appliances, fostering an in- 
terchange of thought and eliciting and 
communicating for the benefit of each 
member, the best talent and the result 
of the experience and ability of all. 
Fourth, to promote amicable relations 
with employees on the basis of mutual 
interest and mutual justice to both em- 
Fifth, to encour: 
further- 


ployers and employed. 


age state legislation for the 
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ance of the interests of sanitary laws. 
Sixth, to secure for the members of 
the trade equitable treatment in their 
dealings with manufacturers and dea] 
ers in supplies. Seventh, to regulate 
the system of apprenticeship and en). 
ployment, so as to prevent, as far as 
practicable, the evils growing out of de- 
ficient training in the responsible duties 
of selecting, arranging and fitting up 
of materials relating to the hydraulic 
and sanitary conditions of dwellings. 
Eighth, to create and maintain a sani- 
tary code at as high a standard as the 
progress of chemical, philosophical and 
mechanical knowledge teaches.’ 

“Thus, we see in the vear 1936 our 
objectives as contained in that docu- 
ment remain practically unchanged and 
are as sound as when the founders of 
the national association wrote them 54 
years ago. 

“While many of the problems which 
confronted the founders of the na- 
tional association are still unsolved and 
we have had to adapt ourselves to 
changing conditions, I believe it can 
truly be said our progress has, and will 
be, greatest when, and if, we remain 
steadfast in upholding the fundamen 
tals of the principles enumerated in our 
constitution. 


Distribution 

“Take the subject of distribution, for 
example. Years ago in most classes 
of the building industry, materials and 
installation went together hand in 
hand and were furnished by the same 
individual. Today, practically we alone 
of all the craftsmen in the building in- 
dustry still supply the materials we in- 
stall. The others have become noth- 
ing but purveyors of labor It is true 
that we have complaints now and then 
about the distribution of materials, just 
as the founders of the national associa- 
tion did 54 years ago; but I cannot em- 
phasize too strongly the fact that we 
are much better off than other branches 
of the building industry 

“How does this favorable situation 
for master plumbers, with regard to 
the distribution of materials, come 
about? Was it a favor bestowed upon 
us by manufacturers and wholesalers? 
Certainly it was not, because even 54 
years ago, master plumbers’ were 
squabbling with manufacturers and 
wholesalers about supplying materials 
direct, so it follows that it was not a 
favor bestowed upon master plumbers 
by manufacturers and wholesalers. 
Was it because of the health nature of 
our work? Partly, but not entirely. 
We see around us every day evidences 
that articles and services just as close- 
lv related to public health as plumbing 
are sold indiscriminately to the home. 
owner who, in many diagnoses 
his own ills and prescribes the remedy. 


Cases, 
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While I feel that the health angle is 
important, it is not after all the basic 
reason for the maintenance of the dis- 
tribution system in our industry. My 
own view is that the degree of rrotec- 
t.on we still enjoy in the distribution 
of materials is primarily, and almost 
exclusively, due to the activities of the 


local, state and national associations of 


master plumbers. 

“Methods used by the various state 
anc local associations have not been 
the same. The approach to the distri- 
bution problem in one state is different 
than the approach in another, and, 
even within the limits of one state, the 
activities of local associations will 
vary. But what I would like to point 
out is that without the national asso- 
ciation, any stabilization effort by a lo- 
cal or state association is likely to be 
iaeffective. Distribution is one of those 
questions which has to be soived on a 
national basis, or it won’t be sulved at 
all To be true, a local association, or 
even a state association, may enjoy 
relatively stabilized conditions within 
the area in which it operates; but those 
stabilized conditions are only transi- 
tory if the situation on a national basis 
isn’t satisfactory. If you enjoy good 
conditions in the State of Missouri, 
you will enjoy them only so long as 
conditions in the nation as a whole are 
satisfactory. You cannot stem the 
tide of direct selling in your state 
alone; it must be solved nationally. It 
is because I see this distribution prob- 
lem as a national problem that I call it 
to your attention so emphatically. To 
get the best results, the national asso- 
ciation conference committee should 
handle this problem in cooperation with 
the various local and state conference 
committees. e 


Is Key to Whole Situation 

“T have discussed distribution at 
length because I consider it the key to 
our whole situation. If we lose the 
sale of materials, we might as well go 
out of business. It would do us no 
good to advance the art and science 
of sanitation if we did not participate 
in any profits as the result of that ac- 
tivity. It would not do us any good to 
encourage the passage of laws on sani- 
tation if we were not, in part at least, 
the beneficiaries. It will do us no good 
to work on the improvement of appli- 
ances or workmanship if we will not 
have the opportunity of placing these 
improved methods and appliances in 
the hands of the consumer in the cus- 
tomary manner. It will do us no good 
to educate the less fortunate in our in- 
dustry as to improved business meth- 
ods if we find that we must all subsist 
purely on the profits of labor; and it 
will do us no good to institute an ap 
prenticeship program if we find that we 
are relegated to the same position as 
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our compeers in the building industry; 
namely, that of mere purveyors of la- 
bor. So I say to you that distribution 
is the keynote of our entire activity, 
and the basic fundamental on which 
all of the other activities of the na- 
tional, state, and local associations de- 
pend. 

“Another phase of our constitution 
that I would like to call to your par- 
ticular attention is membership and 
the manner provided for state and lo- 
cal affiliation. 

“You will note it is based upon recog- 
nizing only one local or state organi- 
zation in a given jurisdiction and that 
no provision is made to recognize any 
other form of organization than those 
named. I am sure this was not an ove 
sight upon the part of the framers of 
our constitution, and I not only seri 
ously question the wisdom of the for 
mation of our affiliated states into sec 
tional groups, but I consider it a vio- 
lation of the spirit of our by-laws, as 


well. 


Has Stood Test of Time 

“Our constitution provides a set-up 
that has stood the test of time and has 
proven by experience to be a most effi- 
cient and harmonious procedure in the 
handling of local, state and national 
affairs. Without discussing at greater 
length the pros and cons of the change 
from our long established procedure, 
permit me to say that I think the pos 
sible disadvantages far outweigh the 
possible advantages inherent in a plan 
that divides the responsibilities of the 
functions of the component parts of 
our organization’s structure 

“We should carefully consider all 
plans for change, no matter how allur- 
ing they may be in theory, but which 
in practice would result in dividing our 
forces and thereby weakening the soli 
darity of our national association. The 
experience and effectiveness of an or. 
ganization that has many territorial 
groups to deal with is truly a sad 
one. Take our wholesalers, for ex 
ample. Only last week I was speak- 
ing to one of their past presidents at 
a meeting in Chicago. He felt the in 
dustry as a whole would never be able 
to make the progress it should until 
their oganization is patterned after our 
own National Association of Master 
Plumbers, and until we are all working 
together to protect our mutual inter- 
ests. This, however, he said, due to 
sectional differences of opinion created 
by this form of organization made the 
task almost an insurmountable one. 

“Our constitution provides that all 
contacts with the various states shall 
be through our national president and 
his board of directors and the various 
standing and special committees. These 
men are your representatives and are 
responsible for carrying on the work 
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for all the states where a problem over- 
laps into two or more states, or even 
in one state, if it is national in char- 
acter. Last vear | appointed Jere 
Sheehan, Jr... as your representative. 
This year I have been assigned by 
President Frank to represent your 
state, the state of Wisconsin, and my 
own state of Illinois. In this way, the 
personnel on the board is rotated to 
the various states from time to time. 
Thus, we see the machinery of adjust- 
ing all of our grievances, whether their 
scope extends beyond the border line 
Of any state or are purely local or na- 
tional in character, is already provided 
for. 

“You in the State of Missouri are in 
the forefront in demonstrating your 
belief in the fundamental principles 
contained in the constitution of the Na 
tional Association of Master Plumbers 
With laudable enterprise you have 
called to the attention of people in Mis- 
sourl, or at least in parts of the state, 
the menace of cross connections and 
the dangers resulting from incorrect 
installation of plumbing. I think the 
sponsors of your laboratory within the 
state are to be congratulated » 

“As I see the situation, we are on 
the verge of what might be called a 
small-sized residential building boom 
Don't let us beguile ourselves by the 
belief that, because business will im- 
prove, competition is going to get bet 
ter and that we are all going to make 
money. It has been the experience in 
the past that, when there is more busi- 
ness available, there are also more peo. 


ple who are after the business. 


United We Stand 

“Instead of improving conditions. 1 
think that the increased _ business 
which seems to be just on the horizon 
is going to make thines worse, unless. 
(l use the word ‘unless’ because it is 
the preamble to a statement of my sin- 
cere belief) unless we master plufnb- 
ers more closely knit our ranks, extend 
the activities of our association, forget 
our petty squabbling and face our 
Imany enemies with a_ ~solid, united 
front. Unless that happens, prosperity 
is not going to mean very much. ff, 
on the other hand, we do get together, 
this business increase is going to be a 
life-saver to us as individuals and to 
our association ‘United we stand, 
divided we fall.’ This statement is just 
as true today as the day it was first 
uttered when the Union was imperiled 
It is a challenge to all of us master 
plumbers to unite around our local, our 
state and our national associations to 
preserve the rich heritage which has 
heen ours for the past 54 years and 
to make the industry of which we are 


fle 
fil 


a part a more pleasant and more pr 


able business for each one of us 
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Burner Group 


® Oil burner sales and service 
discussed at Newark meet- 
ing—Objects of new oil 
burner group outlined 


With the idea in mind of educating 
its members on the subject of oil burn- 
ner installation, sale and servicing, a 
joint meeting of the New Jersey State 
Assn. of Master Plumbers and the New 
Jersey State Heating Assn. was held on 
the afternoon and evening of April 21 
the Newark Master 
Plumbers Assn. The meeting was un- 
der the auspices of the oil burner 
group of the two associations. 

At the outset of the 
sons for the calling of the meeting were 
outlined by Pres. Louis Maier, of the 
heating association, who presided. 

These objects also were outlined in 
an announcement sent to the members 
of the industry who do house heating, 
jointly by the New Jersey state asso- 
ciation and the heating association 
prior to the meeting. Principal purpose 
of the meeting, it was stated, was to 
discuss the recently formed oil burner 
group. 

The 


ence 


in the rooms of 


session, rea- 


refer- 
heen 


said, with 
“There has 


announcement 
to this group: 





JONES’ 





ESTIMATING 
TABLES 


dition including the various types 
of construction, roofs, floors, ceil- 
ings, insulation, single and double 
glass, windows, everything that 
will have an effect on heating 
and air conditioning. 
tables can be put to use on any 
systems using ducts regardless of 
whether a boiler or furnace is 
used for heating. 
an easily understood explana- 
tion of the tables, together with a 
practical illustration of how they 
should be used. 
of estimating air 
and duct sizes so simple that you 
can't go wrong. 


Don't waste valuable time esti- 
mating heating and air condition- 
ing requirements. This book does 
this kind of work for you. 





This book makes the work of fig- 
uring heating and air condition- 
ing requirements, clear, easy and 
absolutely certain. It positively 
eliminates the chance for error or 
omission. It not only saves you 
time in estimating but it will eli- 
minate many costly call-backs 
after installation. 


In the book are four sets of tables 
for 60, 70, 80 and $0 degree tem- 
perature difference. You use the 
table which meets the climate 
condition in your locality. The 
tables cover every possible con- 


FILLIN AND MAIL COUPON TODAY 
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1900 PRAIRIE AVENUE. CHICAGO. ILLINOIS. 


Please send me one copy of JONES’ ESTIMATING TABLES for which I enclose $1.00. 
I understand I am to have the privilege of returning this book if it is not what it is 


claimed to be. 
Name 

Address 

City and State 


AIR REQUIREMENTS AND 
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formed an ‘oil burner unit’ in this state, 
governed by men of the industry for 
the purpose of handling oil burners, 
selling them, installing them and servic- 
ing them, and with the absolute guar- 
antee from this group, who are your 
own members, that any plumbing and/ 
or heating work will not be done by 
the unit, but by the member who has 
sold the burner. The unit will be 
confined solely to installation and 
servicing. 

“The policy planned for this unit is 
that it will install any burner and serv- 
ice it, or the burner can be installed 
by the member and this unit will serv- 
ice, or the member can install and 
service,” 

Following his explanation of the 
purposes of the gathering Mr. Maier 
introduced Harold E. Tippett, manager 
of the Newark branch of Hajoca Corp. 
Mr. Tippett in turn introduced Lloyd 
Ackerblom, manager of the automatic 
heat division; Roy Ackerblom, man- 
ager of the oil burner division, New- 
ark branch; and Howard Holcombe, 
representative of the manufacturing 
division, all of Hajoca Corp. These 
men discussed oil burners in detail, fol- 
lowing which Jos. F. McGinity and John 
Rothfus, both of W. V. Egbert & Co., Inc., 
talks. They were followed by 

Krause representing the oil 


gave 
Harry 
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burner group of the association, who 
gave the reasons for the formation of 
the group and its objects. 

At the conclusion of his talk, Harry 
Kraus introduced Hugo M. Stephenson, 
division manager of Hart Oil Burner 
Corp., who further discussed the sub- 
ject of oil burners. 


N. Y. Burner Bill 


Contractor-dealers can again install 
oil burners in New York City without 
fear of the unreasonable and costly re- 
quirements laid down by the city’s 
building department as a result of the 
recent action of Governor Lehman of 
New York in signing the Mandelbaum 
bill, thus restoring to the Fire Dept. of 
New York City the right and duty of 
supervising combustibles. The new bill 
is the result of efforts on the part of 
the legislative committee of the Oil 
Burner Institute to remedy the chaotic 
conditions which followed the passage 
of the McCall Bill, which was passed 
by the legislature in 1933 as an amend- 
ment to the New York City charter 
and which transferred these duties 
from the Fire Dept. to the Building 
Dept. 

As a result of this action violations 
were placed by the Building Dept. on 
installations that had been made in 
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conformity with the rules of the Board 
of Standards and Appeals and the Fire 
Dept. It was claimed that these instal- 
lations were illegal because they did 
not conform to the rules and regula- 
tions which were set up by the building 
department. 

After efforts on the part of the Oil 
Burner Institute to combat this law in 
the courts had proven unsuccessful, the 
legislative committee of the Institute 
formulated plans to clarify its position 
and a remedial bill was introduced in 
the senate at Albany by Senator Man- 
delbaum. 

The successful outcome of this ef- 
fort has been related above. Members 
of the legislative committee of the 
Institute are Earl Marr, chairman, Har- 
ry F. Tapp, Ray G. Whipple, and R. C. 
Hoffman. 

Not content with this victory Mr. 
Marr’s committee has been successful 
in causing the withdrawal of a pro- 
posed set of rules for oil burner instal- 
lations in Newark that were considered 
unreasonable and _ the _ substitution 
therefor of the Institute’s Model Ordi- 
nance which will be considered by the 
Newark officials before final action is 
taken. 


Golf Season Opens 


The opening golf tournament of the 
Plumbing Trades Golf Assn. will be 
held at Cog-Hill Golf and Country Club 
on Thursday, May 7, it has been an- 
nounced. For the past nine years, the 
Plumbing Contractors’ Assn. of Chicago, 
under whose auspices these tournaments 
are held, have staged golf tournaments 
once a month during the summer. These 
tournaments are given for the purpose 
of encouraging the plumbing contract- 
ors and supply men to become better 
acquainted. 

William Redieske is now serving his 
second year as chairman of the golf 
association. A cordial invitation has 
been issued by the association to master 
plumbers and supply men to attend the 
initial tournament. 


Elizabeth Meetings 


Plans for the coming state convention 
at Atlantic City on May 15-16 were out- 
lined at the regular monthly meeting 
of the board of directors of the New 
Jersey State Assn. of Master Plumbers 
held on the afternoon of April 23 at 
Elizabeth, N. J., at Scott Hall. Also 
discussed were plans for the trip of the 
New Jersey delegation to the national 
convention in June. The various offi- 
cers and committeemen rendered their 
regular reports, these including an in- 
teresting report on the finances of the 
association by State Treas. George H. 
Werner. 
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After the business session, the mem- 
bers had dinner and then in a body at- 
tended the open meeting of the Eliza- 
beth Master Plumbers Assn., also held 
in Scott Hall. L. O. Koven & Bros., 
Inc., were the hosts of this open meet- 
ing. 

Pres. Nathan Apgar called the meet- 
ing to order and introduced Geo. L. 
Bird as master of ceremonies. Mr. 
Bird in turn introduced Arthur Hanson, 
sales manager and secretary of the Ko- 
ven organization who gave an instruc- 
tive talk. Gustave H. Koven, president 
of the company was also introduced arid 
responded with a short talk. 

Edmund P. Ingram and Albert Ruehl, 
president and trustee respectively of the 
State association, made short talks on 
association activities and the coming 
national and state conventions. 

At the luncheon of the meeting, re- 
freshments were served and entertain- 
ment by “Marvelous Maurice,” a magi- 
cian was enjoyed. 


‘‘Dinty Moore Night”’ 


Once a month, the Master Plumbers 
Assn. of North Hudson, N. J., holds an 
open house at its rooms in Weehawken, 
at which time the members gather with 
representatives of the manufacturers 
and wholesalers for a social evening. 
The latest such affair was held on April 
20 and was known as “Dinty Moore 
Night,” the “piece-de-resistance” being 
corned beef and cabbage. 

After eating their fill, all present 
played cards or got together and set- 
tled the affairs of the industry and 
the nation. 

These open house meetings are cre- 
ating stronger bonds of friendship 
among the representatives of the dif- 
ferent branches of the industry and will 
no doubt be carried on as a regular 
feature. 


Heating Assn. Meets 


“Forced Circulation Hot Water 
Heating” was the subject of discussion 
at a special meeting of the New Jer- 
sey State Heating Assn., Inc., held on 
April 1 in the rooms of the Master 
Plumbers Assn. of Newark, N. J. 

Louis Maier, president of the heat- 
ing association, welcomed the guests 
and introduced the speaker of the eve- 
ning, R. E. Moore, vice president of 
Bell and Gossett Co. Mr. Moore ex- 
plained forced circulation hot water 
heating and, with charts, gave an in- 
structive discussion on the installation 
of this type of system He also an- 
swered questions put to him by the 
audience. 

Present with Mr. Moore at the meet 
ing were E. E. Squire and J. H. Han 
ley of Bell & Gossett Co.; J. H. Johns- 
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ton, branch manager; F. L. Robinson 
and Daniel Parker of U. S. Radiator 
Corp.; and Harry Officer, branch man- 
ager of Crane Co., Newark. 

Large delegations were present from 
No. Hudson, Jersey City, Montclair, 
Englewood and the Oranges associa- 
tions. 


Anniversary Dinner 


With national and_= state officers 
among the 200 present, the thirty-eighth 
anniversary dinner of the Master 
Plumbers Assn. of Montclair, Bloom- 
field, Verona and Vicinity, N. J.. was 
a decidedly outstanding occasion. The 
affair was held on April 22 in the beau- 
tiful Hotel Montclair. 

An excellent dinner, entertaining 
floor show and dancing until the early 
hours combined to make a_ pleasant 
evening for all present, which included 
master plumbers and auxiliary mem- 
bers and representatives of the manu- 
facturers and wholesalers. 

President C. John Klimback of the 
local association extended a welcome 
to all present and introduced Past 
State President Wm. Chesnut, who 
acted as master of ceremonies. Mr. 
introduced National Vice 
President Geo. H. Werner, State Presi- 
dent Edmund P. Ingram, Mrs. John H. 


(Chesnut 


Conard, president of N. J. state wo 
men’s auxiliary, Mrs. Jas. Hayes, presi- 
dent of the local women’s auxiliary and 
Joseph Durr, a past state and local 
president, who is the oldest member in 
the local association and who wrote a 
history of the local association for the 
souvenir program. 

Among the other state officers pres 
ent were Geo. H. Brenner, third vice 
president and Albert Ruehl, trustee 
The state ladies auxiliary was repre 
sented by Past President Mrs. William 
son, Trustee Mrs. Ruehl, Treasurer 
Mrs. Heyrich and Trustee Mrs. Trap- 
per There were delegations present 
from Newark, the Oranges, Jersey Citv. 
Morristown and Trenton 


Bowling Tournament 


The bowling team of the North and 
West Side Master Plumbers’ Pleasure 
Club, Chicago, was topped by the Mil- 
waukee team in the closely fought An- 
nual Bowling Tournament between 
Chicago and Milwaukee held at the 
Northwest Lion’s Club, 4310 West North 
Ave., on March 26. 

The score for the Chicago team was 
2513 to 2586 for Milwaukee, giving the 
Milwaukee boys a margin of 73 pins. 
Only three howlers turned in a score of 
200 or over-—Al Hoffman of Milwaukee 
being high with 226, Ed. Holtzman of 
Milwaukee second with 204 and L. P. 
Markowski of Chicago third with an 
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even 200. KE. C. Wagner with a score of 
479 won the leather medal. 

Following the bowling tournament, 
those in attendance, including master 
plumbers and supply were the 
guests of the North and West Side club 


men, 


at a dinner. At this time the prizes 
were distributed to the winners. Win- 
ners included: 
Mvent—Winner—City Score 
High Series: 
Al. Holtzman, Milwaukee. 563 
Perry Larsen, Chicago... seo BOS 
H. Skibbe, Chicago....... 548 
P’. Engelhart, Chicago... 30 
Mr. Lietzau, Chicago...... 519 
Wm. Hildeman, Chicago aie id 513 
Mr. Dubby, Milwaukee...........-. 512 
903 


Henry Swade, Chicago.... 
High Individual: 
Al Hoffman, Milwaukee. aie sal acta a 


lL. 2. Markowski, Chicago 200 
id. Young, Chicago.. aarti itr i Nat 198 
Mr. Steelhammer, Milwaukee...... 191 
Mr. Theis, Milwaukee..... ee 
Mr. Borkengen, Milwaukee .. 189 
Mr. Pivonka, Milwaukee 180 
Mr. Fischer, Milwaukee 179 
Most Consistent Bowler: 
R. J. Nelson, Chicago ~ 175-170-172 
W. Pollard, Chicago... oe 135-141-122 
A return match will be held in Mil- 
waukee the latter part of April. 
S. F. Golfers 
The Milbrae Golf and Country Club 


was the scene of spirited play when the 
Plumbing and Heating Club of San 
Francisco and the Bay Cities gathered 


on March 26 for monthly tournament 
play. Blind bogey honors went to 
Charles Higgins; R. J. Fuite was low 


with an 84-9-75, while 
favored in B 
Daugh- 


man in Class A, 
Fred W. Daugherty was 
Division with an 89-19-70. Mr. 
erty is a sales engineer of the Republic 


Steel Corp. and the latest member of 
the Plumbing and Heating Club. 
Among those who turned in scores 
were: 
(jross Hadecp. Net 
Fuite X4 i) 75 
Higgins 91 Ld 76 
Heil 95 1d S40) 
Derbyshire Os 15 43 
Daugherty Ro 10 70 
Miller SS (j SS 
(;ross Hdep. Net 
Kraus GR (> OR 
Haley Q7 17 SO 
beard a9 (} 99 
Rrown aon ‘} 100 
Hoopes 11 1S KO 
‘amp \7 4 8 


Comfort Engineers 


A new phrase was coined at the open 
meeting of the Newark, N. J.. Master 
Plumbers’ Assn. when Walter F. John- 
son, manager of the Newark branch of 
the American Radiator Co., in his talk 
stated: “The public wants comfort, and 

heating contrac- 
engineers.’ Mr. 


master plumbers and 


tors are ‘comfort 


Johnson discussed the sale and installa- 
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tion of air conditioning equipment and, 
assisted by Geo. Palmer, also of Ameri- 
can Radiator Co., explained the features 
of the new air conditioning unit de- 
veloped by this company. 

Other speakers at the meeting were 
Kdmund P. Ingram, president of the 
New Jersey State Assn. of Master 
Plumbers; Louis Maier, president of the 
New Jersey Heating Assn.; and Mr. 
Krause of the Orange _ association. 
Pres. Jos. Turbett of the Newark asso- 
ciation presided at the meeting. 


Obituaries 





Walter Dusold 


Walter Dusold, a_ prominent 
tractor-dealer in Milwaukee, Wis., died 
recently at his home in that city. Mr. 
active in both 


Dusold had been 


and city associations. 


tive years he was president of the Mil- 


waukee association and was also a past 





Walter Dusold 


member of the board of directors of the 
Master Plumbers’ Ltd. Mutual Liability 
Company. Mr. Dusold is survived by 
two daughters, 
three brothers and two sisters. 


L. W. Thurston 


Levi W. Thurston, senior partner in 
the firm of Thurston & Hale, passed 
away recently. Mr. Thurston had been 
ill for only a short time. Mr. Thurston 
treasurer of the Cape Ann 
resided in 


his widow, sons, two 


served as 
Master Plumbers Assn. He 
Dock Square, Rockport, Mass. 


H.C. Prox 


Herman (. Prox, 66, president cf 


Frank Prox Co., died April 12 at his 
home in Terre Haute, Ind. Mr. Prox 


was a native of Terre'Haute and after 
graduation from college 
ciated with his father in the Prox com- 


became asso 


con- 


state 
For five consecu- 
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pany. Mr. Prox had invented many 
heating appliances. He had been in 


failing health for some time. Surviving 
Mr. Prox are a son, Robert F. Prox. 
vice president of the company, and two 
daughters. 


W. A. McDonald 


William A. McDonald, a director of A. 
Y. McDonald Mfg. Co., Dubuque, Iowa, 
died very suddenly April 12, after an 
illness of only three days. Mr. McDon- 





W. A. MeDonald 


ald was 35 years of age and a son of the 
late J. M. McDonald, former president 
of A. Y. McDonald Mfg. Co. 


W. F. Malloy 


William F. Malloy, 79, retired presi- 
dent of the Bridgeport Brass Co., died 
at his home in New York City on March 
31. Mr. Malloy had retired from busi 
several years ago. Besides his 
connection with Bridgeport, Mr. Malloy 
also had been associated with the North 
American Copper Co. 


C. F. Kiefer 


Charles Frederick Kiefer, Bridge 
port, Conn., heating engineer, died re- 
cently at his home in that city. Mr. 
Kiefer was 70 vears old. A native of 
Bridgeport for many years he was con- 
nected with the Mills Company, plumb- 
ing and heating contractors. Mr. Kie- 
fer was also associated with the John 
son Service Company. He was one of 
the organizers of the Plumbers & 
Steamfitters Union of New York and 
had served as president of the organ 
ization. Mr. Kiefer is survived by his 
wife, two daughters and two brothers 


ness 


Paul O’Connell 


Paul O’Connell, plumbing contractor- 
dealer in Chippewa Falls, Wis., died re 
cently. Mr. O’Connell was 51 years of 
age at the time of his death. For the 
past thirty years he had been engaged 
with his 


in the plumbing business 


father. 
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L. L. Ferguson 


L. L. Ferguson, 61, of L. L. Ferguson 
& Son, plumbing contractor-dealers, died 
suddenly April 6 from a heart attack. 
Mr. Ferguson had been a member of the 
Philadelphia association for twenty 
vears. Mr. Ferguson and his son con- 
ducted business at 2446 Ridge Ave., 
Philadelphia. 


Charles Wilkins 


Charles Wilkins, 74, retired head of 
Charles Wilkins & Co., died recently. 
Mr. Wilkins’ firm was one of the pio- 
neers in the plumbing contracting field 
in Minneapolis, Minn. He established 
the company 50 years ago and con- 
ducted it until last September when he 
retired. Mr. Wilkins was a_ former 
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member of the Minneapolis Retail 
Plumbers association and of the state 
association. He is survived by his 
widow. 


L. W. Feaster 


Leon W. Feaster, former vice _ presi- 
dent of Herman Golder Co., Inc., 425 W. 
Lehigh Ave., Philadelphia, died on 
April 21. Mr. Feaster was a member 
of the Philadelphia association. He re- 
sided at 5331 N. Camac St., Phila- 
delphia. 


C. J. Birkery 


Cornelius J. Birkery, Hartford, Conn., 
manufacturer of plumbing supplies, 
died April 14 following a short illness. 
Mr. Birkery was 77 years old. In 1892 
the Birkery Manufacturing Company 
was established by Mr. Birkery in asso- 
ciation with Thomas Standish. In 1903 
the company was dissolved, but Mr. 
Birkery continued to manufacture 
Dlumbing supplies. He continued in 
this line until 1926 when he retired 
from active business. He is survived 
by his wife, a son, and two daughters. 
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A. C. Eichler 


Alexander C. Eichler, for a number of 


years engaged in the plumbing busi- 
ness at 2453 Wentworth Ave., Chicago, 
passed away April 3 at his home, 7731 
S. Laflin St. Mr. Eichler is survived 
by his wife, two sons and two daugh- 
ters. 


L. W. Johanboeke 


Louis W. Johanboeke, 55, special rep- 
resentative of Standard Sanitary Mfg. 
Co., died at St. Louis, Mo. March 
26 from a heart attack. Mr. Johan- 
boeke was one of Standard Sani- 
tary’s oldest employees in the point of 
continuous service, beginning his con- 
nection with that company in 1900. 
Previous to that date he was associa- 
ted with the Ahrens & Ott Mfg. Co., 
Louisville, Ky. Mr. Johanboeke is sur- 
vived by his widow and two sons. 


L. J. Compton 

Louis Jerome Compton, 56, secretary 
to John B. Berryman, chairman of the 
hoard of Crane Co., died recently. Mr. 
Berryman had been in ill health for a 
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number of years and a month ago had 
been compelled to secure a leave of ab- 
sence on this account. He had been an 
employee of Crane Co. for 30 years. Mr. 
Compton is survived by his widow and 
two daughters. 


H. S. Frank 


Harry Snyder Frank, 47, who for 
many years was associated with the O. 
EK. Frank Heating & Engineering Co., 
Buffalo, died recently in New York 
City. He was active in A.S.H.V.E. aec- 
tivities also. Mr. Frank left Buffalo in 
1923 to become secretary of the Frank 
Engineering Co. He is survived by his 
widow. 


° 
B. E. Cremerius 

Bernard E. Cremerius, 56, assistant 
treasurer of the Fairbanks-Morse Co., 
died recently in St. Luke's’ hospital, 
Chicago Mr. Cremerius was a native 
of Chicago and had been in the em 
ploy of Fairbanks-Morse for more than 
10 years. He resided at 5629 Wayne 
Ave., Chicago Mr. Cremerius is sur 
vived by his widow, a_ brother ‘and 


two sisters. 


Literature 





Fuel Filling 


Device Bulletin 

Bulletin No. SOS-102 has been issued 
by the Seal-O-Strain Corporation, 256 
Flatbush Ave., Extension, Brooklyn, 
N. Y. The bulletin illustrates and des- 
cribes the self closing fuel filling device 
which the company manufactures. Sev- 
eral drawings of the blue print type il- 
lustrate the features of the device and 
show how it may be adapted to various 
installation requirements. Construction 
features are listed for the device also 
in the four pages of this 81%, in. by 11 
in. bulletin. Two large sized drawings 
show the construction of the device in 
both open and closed positions. Each 
element in the construction is explained. 


Catalog on 
Hospital Plumbing 

Standard Sanitary Mfg. Co., Pitts. 
burgh, Pa,, has issued a new catalog of 
156 pages which covers the company’s 
line of hospital plumbing fixtures for 
hospitals. This catalog will fit the bind- 
ers and indexes which were issued for 
previous issues of this catalog, it is in- 
dicated. The various fixtures are illus- 
trated and described. Also included in 
the new catalog are a number of floor 
plans which show the locations of 
plumbing fixtures in the various types 
of rooms found in hospitals. 


Insulation 


Booklet 


A twenty-page booklet, approximately 
the size of a business letterhead, has 
been issued by the Acme Asbestos Cov 
ering & Flooring Company, Fulton and 
Klizabeth Streets, Chicago The com 
pany’s line of insulation products are 
illustrated and described. Tables give 
information on recommended — thick 
nesses of insulation for various condi 
tions. 


Cabinet Shower 
Catalog 


Henry Weis Manufacturing Co., In 
Kikhart, Indiana, has prepared an eight 
page catalog, approximately &% in. by 
ll in. in size, which covers the line 
of cabinet showers which thev manu 
facture. The catalog contains illustra 
tions of the various units in the line 
as well as accessories and standard and 
optional equipment Construction de 
tails and roughing-in dimensions are 
included and a schedule of suggested 
applications is listed in tabular form. 


Brass and Bronze 


Welding Booklet 

A twelve-page, 8% in by 11 in book 
let has been issued by The Linde Air 
Products Company, 30 East 42nd Street, 
New York City, on the oxy-acetylene 
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welding of brass and bronze. The book- 


let contains many illustrations, both 
photographs and diagrams, and is 
divided into two main sections. The 


first section is devoted to the technique 
of fusion welding brass and bronze. An- 
other section is devoted to the welding 
of commercial brass _ pipe. Welding 
time, material consumption and tensile 
strength of welds made in various po- 
three tables of 


sitions are given in 


data. 


Folders on 
Water Heaters 

The Premier Heater 
Co., La Indiana, has published 
pocket folders which cover 
the line of water heaters which 
the company manufactures. Both of 
the folders are illustrated and printed 
in colors. One and de- 
scribes the complete line, giving speci- 
tabular form for the vari- 
ous units. The other deals with the 
features of the heaters and the advan- 
tages of a plentiful hot water supply. 


Division, Crane 
Porte, 
two sized 


new 


illustrates 


fications in 


Plumbing 
Specialties Catalog 

An eleven-page catalog which is 
printed in two colors and which covers 
the company’s line of plumbing special- 
ties has been issued by Teck Mfg. Co., 
Chicago, Il The various units which 
go to make up the company’s line are 
illustrated and described. Features are 
listed also for the different 
A page is devoted to photogiaphs of 
buildings in which the company’s 
equipment has been used. 


equipment. 


Pipe Machine 


Folder 
Beaver Pipe Tools, Inc., Warren, 
Ohio, has issued a folder which is the 


size of an ordinary business letterhead. 
The folder illustrates and describes the 
pipe machine which the company man- 
ufactures. The illustrated 
by photographs and features of its con- 
struction are shown further by means 
of drawings. Features of the machine 
are enumerated. Several letters from 
users of these machines are reproduced 


machine is 


also. 


Heating 
Literature 

Spencer Heater Company, 
port, Pa., has issued several 
literature which describe the line of 
boilers which the company manufac- 
tures. This literature includes a large 
size booklet, a smaller pamphlet and 
several small folders. All of the litera- 
ture is printed in colors and is illus- 


Willlams- 
pieces of 


trated with photographs and drawings. 
The units in the line are illustrated in 
several of the pieces which have been 
prepared and they are described also. 
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Radiator 
Folder 

Burnham Boiler Corporation, Irving- 
ton, N. Y., has issued a two-color folder 
which deals with the subject of air con- 
ditioning in conjunction with radiator 
heat. The radiators and air condition- 
ing units which the company manufac- 
tures are described and illustrated by 
means of photographs. The operation 
and construction of the air conditioning 
unit is explained further by means of a 
blue print type drawing. Included in the 
folder are two photographs of installa- 
tions of both the conventional and new 
tvpe radiators. 


Brass Plumbing 
Products Catalog 

The Royal Brass Mfg. Co., Cleveland, 
Ohio, has prepared Catalog H which il- 
lustrates and describes the company’s 
line of brass plumbing products. The 
catalog is indexed and contains 73 pages 
which are approximately 81% in. by 10% 
in. in size. The various units in the 
line and details of their construction are 
illustrated by photographs and draw- 
ings. Under the heading of general 
specifications, roughing in measure- 
ments, metals, features and testing are 
described for several of the company’s 
products. 


New Contractors, 
Business Changes 





San Francisco, Cal.— The E. G. 
Houchin Co., Inc., has moved its plumb 
ing and heating business from 15 Par- 
riet St. to 29 Moss St. 


Springfield, Mo.—The American 
Plumbing & Heating Co., has been in- 
corporated by A. T. Van Matre and 
George Winegarden. 


Milwaukee, Wis.—-E. Rubringer has 
engaged in the plumbing and heating 
business at 1925 North 12th St. 


Havre, Mont.—Elmer E. Johnson and 
Roy Johnson of the Johnson Plumbing 
Shop, Glasgow, Mont., have purchased 
the Grady Plumbing Shop in Havre and 
Roy Johnson will have charge of the 
business there. 


New York, N. Y.—Herbert Brown, 
plumbing and heating contractor, has 
opened a new shop at 240 East 163rd 
St. 

Brunswick, Ga.-The Woods Plumb- 
ing & Heating Co., has been formed by 
T. J. Woods and Thomas V. Woods. 
The firm of Gilmore & Woods has been 
dissolved and the new firm will con- 
tinue at the same location, 1418 Rich- 
mond St. 
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Charlotte, N. C.—The Watt Smith 
Co., Inc., has been chartered by D. W. 
Smith and N. Hardin Massie to engage 
in the plumbing and heating business 
at 2240 Briarwood Rd. 


Convention Dates 





May 8-9.—VIRGINIA.—Annual conven- 
tion of the Virginia State Master 
Plumbers Assn., at Portsmouth, Va. 

May 11-13—INDIANA.—Annual con- 
vention of the Indiana State Master 
Plumbers Assn., at Fort Wayne, Ind., 
with headquarters at Hotel Anthony. 

May 12.—SOUTH CAROLINA.—Annua! 
convention of the South Carolina Master 
Plumbers Assn., at Florence, S. C. 

May 12-13.—CONNECTICUT. — Annual 
convention of the Master Plumbers 
Assn. of Connecticut, Inc., at Bridgeport, 
Conn., with headquarters at the Strat- 
field Hotel. 

May 13.—E. S. A.—Spring meeting of 
the Eastern Supply Assn., at New York 
City, with headquarters at the Hotel As- 
tor. 

May 13-14.—MICHIGAN.—Annual con- 
vention of the Michigan State Master 
Plumbers Assn., at Detroit, Mich., with 
headquarters at the Fort Shelby Hotel. 

May 15-16—-NEW JERSEY — Annual 
convention of the New Jersey State 
Assn. of Master Plumbers in Atlantic 
City, N. J., with headquarters at Hotel 
Chelsea. 

May 16.—A. C. M. A.—Annual meeting 
of the Air Conditioning Manufacturers’ 
Assn., at Hot Springs, Va. 

May 16.—TENNESSEE.—Annual con- 
vention of the Tennessee State Assn. of 
Master Plumbers, at Memphis, Tenn. 

May 18-20.—PENNSYLVANIA. — State 
convention of the Pennsylvania State 
Assn. of Master Plumbers, at Allentown, 
Pa., with headquarters at the Americus 
Hotel. 

May 2-27.—H.P.A.C.C.—Forty-seventh 
annval convention of the Heating, Piping 
and Air Conditioning Contractors Na- 
tional Assn., at Philadelphia, Pa., with 
headquarters at the Bellevue-Stratford. 

May 25-28.— CALIFORNIA. — Annual 
convention of the California State Mas- 
ter Plumbers Assn., at Del Monte, Cal., 
with headquarters at the Hotel Del 
Monte. 

May 28-29. — WASHINGTON. — Annua! 
convention of the Assn. of Master 
Plumbers of the State of Washington, 
at Tacoma, Wash., with headquarters at 
the Winthrop Hotel. 

June 16-19.—N. D. H. A.—Annual con- 
vention of the National District Heating 
Assn., at Grand Rapids, Mich., with head- 
quarters at the Pantlind Hotel. 

June 17-18.—-WARM AIR ASSN.—Mid- 
year convention of the National Warm 
Air Heating and Air Conditioning Assn., 
at Columbus, O., with headquarters at 
the Deshler-Wallick Hotel. 

June 22-25.——-N. A. M. P.—Fifty-fourth 
annual convention of the National Assn 
of Master Plumbers, at Buffalo, N. Y.., 
with headquarters at Hotel Statler. 

June 22-234.—-A. S. H. V. E.—Semi-an- 
nual meeting of the American Society of 
Heating and Ventilating Engineers, at 
Buck Hill Falls, Pa. 

June 232-234.-A. 8S. R. E.—Meeting of 
the American Society of Refrigerating 
Engineers, at Buck Hill Falls, Pa. 

October 12-18.—A. G. A.—PBighteenth 
annual convention of the American Gas 
Assn., at Atlantic City, N. J. 
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New York Reviews Work 


© State auxiliary in convention at Albany wins praise for aid to 
master plumbers—Mrs. Jacob Stockinger is elected president 


Social activities enjoyed 


Work done by the New York state 
women’s auxiliary in promoting health 
and better sanitation was stressed at 
the ninth annual convention held at 
Albany, April 22 and 23, at the Ten 
Eyck Hotel, simultaneously with the 
annual convention of the New York 
State Master Plumbers’ Assn. The 
auxiliary was congratulated on this 
phase of its program by Jos. O. Stapf, 
president of the state association, when 
he welcomed them to a joint session 
with the master plumbers on the morn- 
ing of April 22. After Mr. Stapf’s greet- 
ing, Mrs. Roy V. Dudley, president of 
the Albany auxiliary, introduced Mrs. 
Wm. W. Metcalf, state president. 


Sanitation Work 

Mrs. Metcalf outlined the program of 
the auxiliary, telling of the work being 
done to promote better sanitation con- 


ditions. She told of school houses, mu- 


nicipal buildings and railroad stations 
which had been investigated with the 
result that very insanitary conditions 
had been brought to light. The auxil- 
iary then strove to arouse public 
opinion and to bring pressure to bear 
so that these conditions might be rem- 
edied. Mrs. Metcalf further pointed out 
how the auxiliary was directing its 
work to increase the prestige of the 
Plumbing industry in the minds of the 
public and illustrated her point by cit- 
ing the reference to the plumber re- 
cently made by Major Bowes, in a ra- 
dio broadcast, as “the man who always 
has to go back after his tools.’ Mrs. 
Metcalf continued, “We feel that this 
old joke has gone far enough ... this 
kind of propaganda should be stopped, 
so we have written to Major Bowes, 
protesting his remarks.” 

W. J. Flynn, director of the N. A. M. 
P.. commended the auxiliary on the fine 
work it is doing and said he hoped the 


program would be carried on further 
during the coming year. Mrs. Metcalf 
and Mrs. Dudley were presented with 
flowers by the master plumbers in ap- 





Mrs. Jacob Stockinger, Long Island 
City, Queens, new president, New 
York state auxiliary 


preciation of the work being done by 
the auxiliary. 
Following the joint 


session. a 


luncheon was given for all members 
and guests of the auxiliary. The regular 
convention meeting was then called to 
order by the state president, Mrs. Met- 
calf. 

Matthew J. Kennedy of Brooklyn, past 
president of the New York State Mas- 
ter Plumbers’ Assn., addressed the ses- 
sion. Mr. Kennedy has long been in 
sympathy with the work and purposes 
of the auxiliary and it was during his 
administration as state president that 
the state auxiliary was formed. 


Officers’ Reports 

Reports were made by the various 
state officers. Mrs. Jos. O. Stapf, na- 
tional director and chairman of the 
state sanitation committee, told of the 
work being done and of progress being 
made in the formation of a new auxil- 
iary in Rockland County. 

As the auxiliaries of Nassau and 
Queens were tied for first place in the 
membership contest, a prize was 
awarded to each. 

Officers were elected as follow pres- 
ident, Mrs. Jacob Stockinger, Queens: 
first vice president, Miss Alice Roth, 
Bronx second vice president Mrs. 
Henry Noord, Albany: treasurer, Mrs. 
kdward A. Pautch. The new secretary 
will be appointed later by Mrs. Stock- 
mLker 

Mrs. Metcalf and Mrs. Bloeth, retir- 





At the annual convention of the New York state auxiliary. Left to right: Mrs. 
Edward A. Pautch, Brooklyn, state treasurer; Mrs. William J. Bloeth, Rockville 
Center, L. IL. retiring state secretary; Mre. William W. Metcalf, Rockville Center, 
L. L., retiring state president; and Mrs. Joseph O. Stapf, Albany. national director 
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ing president and secretary respectively, 
were presented with several beautiful 


their untiring 
during the 


gifts in appreciation of 
efforts for the association 
past year. 

The second the 
was one of much social activity. 
trips 


convention 
In the 
many 


day of 


morning were made to 


DOMESTIC ENGINEERING 
points of interest in Albany. The auxil- 
iaries of Albany and Rensselaer, N. Y. 
sponsored a lovely luncheon and card 
party given at Wolfert’s Roost Country 
Club, and the final event was the dinner 
dance of the master plumbers’ associa- 
tion given in the grand ball room of the 
Hotel Ten Eyck. 





Auxiliary group at Florida state 


convention. 


This picture was taken at the 
Spanish Village, St. Petersburg, where a luncheon was held on April 7 


Florida Holds Annual 


© In convention at St. Petersburg, auviliary decides on essay 


contest 
established 


Among the features of the twelfth an- 
nual convention of the Women’s Auxil- 
iary, Florida division, N. A. M. P., were 
the election of new officers, the decision 
to have an essay contest for juniors next 
vear, and the establishment of a 
morial loan fund. The convention 
held at the Hotel, St. Peters- 
burg, Apr. 6 and 7. 

Newly elected officers for the ensuing 


me- 
was 
Suwanee 


year are as follows: president, Miss 
Kathleen Rogers, Lakeland; first vice 
president, Mrs. C. M. Hancock, St. Pe- 
tersburg: second vice president, Mrs. 


Jas. Scott, Tampa; third vice president, 
Mrs. Chas. Ewing, Miami; recording 
secretary, Mrs. V. C. Grant, Daytona 
Beach; corresponding secretary, Mrs. 
Lee Phillips, Lakeland; treasurer, Mrs. 


Chas. Koegel, Jacksonville; parliamen- 
tarian, Mrs. C. Dupree, Jacksonville; 
historian, Mrs. Wm. E. McAndrew, 
Tampa. 


Members of the auilixary were guests 
of the master plumbers the first morn- 
ing of the convention. After the busi- 
ness session, luncheon was served at the 
Gipsy Inn. 

In the afternoon the auxiliary con- 
vention was called to order by the state 


Miss Kathleen Rogers elected president 


Loan fund 


president, Mrs. Lee R. Sheffield. Mrs. 
W. G. Cameron made the address of wel- 
come and Mrs. Frank Williams the re- 


sponse. Mrs. Foster Fanning, national 
director, spoke on “The Student Loan 
Fund.” Mrs. Wm. E. McAndrew, past 
national president, also gave an inter- 
esting talk. Mrs. Lee Sheffield made a 
report on the national convention last 
June. State and local officers were then 


introduced and reports of their 
year’s work. 

It was voted to have an essay contest 
on “Sanitation” for juniors, either in 
the public or among master 
plumbers’ juniors. A committee was 
appointed to werk out details. 

A memorial loan fund was established 
in memory of Wm. E. McAndrew, and 
$50 was donated towards it this year. 
Mrs. McAndrew was voted a life mem- 
ber of the state auxiliary. 

Members of the Florida auxiliary 
have been using cards which express 
appreciation of sanitation in rest rooms. 
They decided to have others printed de- 
ploring unsanitary conditions for dis- 
tribution at found unsatisfac- 
tory. 

Mr. Foster Fanning, president of the 


gave 


schools 


places 
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Florida Master Plumbers’ Assn., ad- 
dressed the auxiliary and urged that it 
cooperate in having passed by the state 
legislature a bill calling for a state 
plumbing code. It was later agreed that 
this cooperation be given. 

A donation was made to 
Cross for flood sufferers. 

Among the distinguished guests pres- 
ent at the convention were Mrs. B. J. 
Seckinger and sister of Atlanta, Ga. 
Mrs. Seckinger was presented with a 
corsage and flowers were given also to 
all state and national officers. Mrs. 
Sheffield, president of the state auxili- 
ary for the past year, was the recipient 
of a leather fitted bag. This was the 
gift of her local auxiliary at St. Pe- 
tersburg in recognition of her loyal 
services to both state and local auxili- 
aries. 


the Red 


Newton Nominates 


Officers for the coming year were nom- 
inated by the members of the Newton, 
Mass., women’s auxiliary on April 8. 
Mrs. L. W. Stevens of Waltham was 
hostess at this meeting. A roast beef 
dinner was served and after the busi- 
ness session, bridge was played. Mrs. 
Jepsen, Mrs. Leahy and Mrs. Clasby at- 
tained high scores. 

The auxiliary met for its regular 
meeting March 11 at Bond’s Restaurant, 
with Mrs. F. E. Perkins as hostess. The 
table was decorated with St. Patrick's 
Day favors and a chicken dinner was 
The Perkins Trio furnished en- 
the members played 


served. 


tertainment and 


whist, with honors going to Mrs. Ste- 
vens, Mrs. Jepsen and Mrs. Leahy. 





. 


e 


At the Florida state convention. 
right, top row: Miss Kathleen Rogers. 
Lakeland, state president; Mrs. Henr 
Dupree, Jacksonville, state parliamenta- 
rian: and Mrs. Foster Fanning, Winter 
Park. national director. Left to right, bot 
tom row: Miss Ella Bedford Perry, Mom 
gomery, Ala., daughter of William Perry. 
past president of Alabama state association; 
Mrs. Freeman Moss, Miami; and Mr- 


Left to 


Philip Levi, Miami 
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At the Massachusetts annual convention. 
Mrs. J. MecAulliffe and Miss Mary Cleary 


Mass. Convention 


© Mrs. Cotter new head of Old 
Bay State auxviliary—Mrs. 


Jepsen, retiring president, 

honored 

Mrs. Jas. A. Cotter of Boston was 
elected as president for 1936 by the 
Women’s Auxiliary to the Massachu- 


setts Master Plumbers’ Assn. at its an- 
nual convention, held on April 21 at the 


Copley Plaza Hotel, Boston. Mrs. Fran- 
cis Aitkins was chosen as vice presi- 


Cleary of Boston as 
Elsie M. Stevens of 


dent, Miss Mary 
secretary and Mrs. 
Needham as treasurer. 
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Mrs. Neil Jepsen of Newton, retiring 
state president, in making her report ot 
the vear’s work, expressed her sincere 
appreciation of the splendid manner in 
which the state officers and local groups 


had cooperated 


that it was 


which helped to make it a pleasure to 
auxiliary 
extended 
administration for a 


serve the 
dent, and 
the incoming 


happy and successful year. 
A purse was presented to 

sen as a token of esteem and apprecia- the 

tion for the splendid work accomplished Assn., held at the Brown Hotel in Lonis- 


curing her term of office. 


flowers Was also 
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the new star 


it makes life easier and it saves money. 


into the market early 


WHAT SOFT WATER MEANS 
IN THE HOME 


Saves half the soap. 
Gets things cleaner 
Clothes last longer. 
Better for skin and hair. 
Dishes dry clear A 
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Better for drinking 


WARLO WATER 


are distributed by 





69 6 oe, Ce, 6, 6 8 oe, oO, oe 


ANOTHER PERFORMER 
TAKES 
THE SPOTLIGHT 


@ For fifteen years the electric refrigerator and the oil burner 
Now they make way for 
WATER SOFTENING. 

Water Softening is destined to repeat the triumphs of these 
other great household devices for exactly the same reason: 


If you want to ride to success with water 
with a unit that is tried and 
proved, and backed by a well-rounded plan of sales promotion. 
Write today for full information on the Warlo Water Softener 


WHAT WARLO HAS TO OFFER 


A simple softening unit 
Easy to install. 

No servicing problems 
Strongly built. 

Eleven models 

range to suit any 


: price 
Prevents scale in pipes home-owner 
Saves fuel. Warlo can 


also «supply va 
rious types 


Warle Cerperation, 330 West 42ad St. New York, N.Y. 


SOFTENERS 
CRANE CO. 


softening. get 


of filters. 
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Left to right: Miss Mary McKenna, 


with 
cooperation of 


presented to 


her good 





Following the 
two acts of 
given by 


Was 


McAuliffe. 


At the regular 


plumbers and auxiliary 
comedy 
members of the auxiliary. 
members 


meeting of the 


nae 
tye 
, 
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Mrs. Chas. Kieser, past president of 
beth the state and the Newton auvyxil 
iaries. 


banquet of the master 


in the evening, 
were presented by 
The first act 


from Newton 


and was directed by Mrs. Chas. Kieser. 
The second act, presented by the Boston 
auxiliary, was directed by Mrs. Wm. J. 


Cincinnati Meeting 


Won 


ens auxiliary of Cincinnati, on April 7, 


Mrs 
all the activities 
the Ohio 
the business 
Italian 


State 


joyed the 
Food 


cards were plaved 


Ss 
stated hop 


kind 


her. She 


this 
presi- 


as its state 


wishes to Visiting women 
Louisville 
the Egyptian Tea 
party during the 


Kentucky 


Mrs. Jep 


ville, April 20-21. 
Mrs. L. J 


ROLL-N-OIL 


Bl at $192% 
ILLUSTRATED 


Other Deep Well Pumps 

5 ~ 1 00 

from LIST 
Other Complete Systems 

5 g A 00 

from LIST 
You have never 
heard as quiet a 
Deep Well Pump as 
Uniflow’s. You have 
never seen a more 
positive nor more simple lubricating 
system, with gears running in oil, than 
that in Uniflow’s Roll-N-Oil Deep Well 
Pump. You have never serviced a more 
accessible Deep Well Pump than Uni- 
flow’s. All of which makes Uniflow’s 
“Deep Wells” an outstanding value from 
$80.00 List and up. Write today for proof 


of these strong statements and for our 
liberal discounts to you, Mr. Plumber. 


A bouquet of 
her bv 


B1-Roll-N-O) 











convention 


session, the 


Later in the 


auxiliary at a 
annual 


State 


Rosenfield 


Kdward Frank read a full report of 


which took place at 
Preceding 
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auxiliary, was unable to attend the con- 
vention on account of illness. Mrs. Fred 
Scott acted as spokeswoman at the din- 
ner-dance on Monday evening and ex- 
tended an invitation to the visiting 
women to join the auxiliary. 

No business meeting of the auxiliary 
was held at this time. 


Denver Activities 


Mrs. Mary Baird was hostess to the 
Denver, Colo., women’s auxiliary at its 
regular meeting on April 16 at the Den- 
ver Tea Room. A delectable luncheon 
was served to nineteen members. 

On April 3 the auxiliary gave a card 
party, the proceeds of which were sent 
to the Red Cross for flood relief in 
Pennsylvania. Mrs. F. H. Hanlin of 
Tulsa, Okla., a former member, was a 
guest. High honors at cards were won 
by Mrs. F. X. Bordeau. 


Plan for Party 

Plans for a card party at the home of 
Mrs. L. C. Pugh were made by the Ra- 
cine, Wis., women’s auxiliary at its 
monthly meeting April 16, held at Mrs. 
J. Martin’s home. After the business 
meeting, cards were played and refresh- 
ments were served. 


At the next meeting on May 21, Mrs. 


Axel Sanderhoff will be hostess. 





SQUARE-END SAWING VISES 
FOR ALL KINDS OF TUBING 


In making up threadless joints it is necessary 









No.2 


Sawing Vise 


and simple to use with a 
standard hack saw. Will 
not mar nor crush tubing. 
Made with renewable steel 
inserts. Will pay for them- 


selves first day's use. 


NET PRICES: - No. 2 
Sawing Vise— % to 
5.00 


No. 4 Sawing Vise 1% 
a 2: Seana ende $15.00 


BUY THROUGH YOUR JOBBER 


Write for Complete Catalog of 3% 


The Quality Line 
500 DOME AVENUE 


that the pipe or tubing be cut with a square 
end. For this purpose Beaver has created the 
“Square-End Sawing Vise” 
requirement ideally. The No. 2 
has a range of 4 to 2”. 
of aluminum. 
a range 14 to 4”. 
of malleable iron. 


tools 





No. 4 Sawing Vise 


New 
proved Pipe Cutting and Threading Tools and Machines! 


BEAVER PIPE TQDLS 


Since 1900 
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® All officers re-elected at state 
convention Needlework 
Guild to continue activities 
At the state convention held at Sa- 
lina, Kansas, March 16 and 17, all offi- 
cers of the Women’s Auxiliary to the 
Kansas Master Plumbers’ Assn. were re- 
elected for next year. These officers are: 
president, Mrs. R. P. Johnson, Wichita; 


first vice president, Mrs. B. A. Sutton, 
Iola; second vice president, Mrs. K. W. 


Talbott, Pratt; third vice president, 
Mrs. Chas. Simmons, Kansas City; 
treasurer, Mrs. Carl McGregor, Win- 


field; corresponding secretary, Fanny S. 
Dunaway, Wichita; recording secretary, 
Mrs. Wm. Ball, Kansas City; and his- 
torian, Mrs. K. Sayer, Hutchinson. 

It was voted also to continue the ac- 
tivities of the Needlework Guild. This 
organization has been making 113 gar- 
ments each year for the Kansas Or- 
phan’s Home at Atchison, Kansas. 


Bronx Card Party 

The Easter card party of the Bronx 
(New York City) women’s auxiliary, held 
Saturday evening, April 4, at the meet- 
ing rooms, was a very impressive affair, 
being attended by hosts of members and 
guests. Among those present were State 
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Pres. Mrs. William Metcalf and Mr. Met- 
calf, State Secy. Mrs. William Bloeth 
and Mr. Bloeth, all of Rockville Center; 
and Mrs. Edward Seltzer, past president 
of Nassau County auxiliary, and Mr. 
Seltzer, as well as several other mem- 
bers and their husbands from Nassau 
County. 

Mrs. M. J. Kennedy, president of the 
Brooklyn auxiliary, and Mr. Kennedy, 
president of the Greater New York 
Assn., came from Brooklyn with a party. 
Pres. Mrs. John Sharp of the Manhat- 
tan auxiliary and Mr. Sharp were in at- 
tendance, and among those present from 
Queens were Past President Mrs. H. 
Billharz and Mr. Billharz; also Presi- 
dent Mrs. Budrie and Mr. Budrie. 

Refreshments were served during the 
evening and the guests played cards. 


N. J. Board Meets 


Every auxiliary in the state was rep- 
resented at the final quarterly meeting 
of the season of the New Jersey state 
executive board on April 15. Through 
the efforts of Third National Vice Presi- 
dent Mrs. J. Miller Heidweiler of Tren- 
ton, the meeting was held at the beauti- 
ful Carteret Club, of which Mr. Heid- 
weiler is a member. President Mrs. 
John Conard presided and Mrs. Heid- 
weiler acted as secretary pro tem. 

Reports were made of the progress of 
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cast body. 
Covers diameter of 28 feet. 


CONSOLIDATED BRASS CO. 








WARREN, OHIO 






Stock These Summer Brass 


Summer is right ahead, and brings need for lawn and 
sprinkling. 


Faucets and sprinklers. 
dependable quality. 


Order now. 






May be used in multiple by removing end cap, 


138 Summit Avenue 


Compression 
Lawn Faucets 
Angle Pattern 


High quality cast brass—rough 
nickel plated. Long wearing com- 
pression disc—accurate threads for 
hose connection. Available in loose 
key type, or may be used as loose 
key faucet by removing screw hold- 
ing wheel in place. 


Needs Now 


Stock up with Consolidated Lawn 
Popular price, yet of thoroughly 


Consolidated 
Sprinklers 


Heavy brass casting — lasting — 
satisfactory. Throws a fine mist 
spray that waters gently and thor- 
oughly. Never needs adjustment. 
Spray channels are a part of the 


Spike type also available. 





Detroit, Michigan 

















May, 1936 


the local sanitation committees in their 
‘efforts to have rest rooms installed in 
chain stores having tea rooms or lunch 
counters. StateSanitation Chairman Mrs. 
Henry Bunker of Union City told of the 
installation, through her efforts, of a 
toilet room in a shop which she fre- 
quently visits and which previously had 
no such convenience for its customers. 
She commended the practice of the 
Standard Oil Co. of keeping their rest 
rooms clean, sanitary and attractive. It 
was unanimously agreed that a letter 
of commendation, on state auxiliary sta- 
tionery, be sent to the company. Mrs. 
Viola Strack of Camden, honorary 
member of the state auxiliary, urged 
continuation of this sanitation work. 

Mrs. Heidweiler called attention to 
the derogatory remark made concern- 
ing the plumbing profession by Major 
Bowes during a recent amateur broad- 
cast. It was voted to send him a letter 
of protest, pointing out his lack of 
knowledge concerning the present-day 
business methods of the plumbing con- 
tractor. 

Final arrangements for the state con- 
vention, to be held at the Hotel Chelsea, 
Atlantic City, May 15-16, occupied con- 
siderable attention. 


Housewarming 


Members of the Dayton, Ohio, wom- 
en’s augiliary gave a housewarming 
April 2 at their new quarters at 735 5S. 
Main St. These quarters are quite at- 
tractive and include a small kitchen. 
The women feel that this place will aid 
them in making their meetings very en- 
joyable. 

The husbands of members were their 
guests on this occasion, and enjoyed not 
having to contribute to the expenses for 
the evening. It is reported that they 
are looking forward to more such 
events. 

During the evening five hundred was 
played and at a late hour refreshments 
were served. Mrs. Henry Saunders was 
chairman of arrangements for this 
party. 


Benefit Planned 


The Welfare Camp for Children will 
receive the proceeds from a card party 
and dance arranged for at the April 1 
meeting of the Queens (New York City) 
women’s auxiliary, held at the Knights 
of Columbus Hall, Jamaica, Long Island. 
This affair will take place on May 15, 
at Badley’s, Astoria. The New York 
City Master Plumbers Assn. contributes 
regularly to the upkeep of this Welfare 
Camp for Children. 

Final arrangements for the state con- 
vention in Albany also were made. 
President Mrs. V. Budrie and Second 
State Vice President Mrs. J. Stockinger 
were selected as delegates from Queens. 
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At the annual convention of the Texas state auxiliary. Reading left to right, front 
row: Mrs. W. E. Jameson, Houston, retiring state president; Miss Mildred Malitz, 


Houston: and Mrs. R. C. 


Malitz, Houston, retiring state secretary. Left to right, 


back row: Mrs. B. G. Meyer, Houston; Mrs. J. W. Warden, El Paso: Mrs. P. L. Borg- 
strom, Houston: Mrs. B. T. Shinn, El Paso; and Mrs. H. Steele, El Paso 


Texas Convenes 


© Annual convention at Dallas 
well attended—Mrs. A. J. 
Fraser elected president 
A good attendance marked the annual 
convention of the Women’s Auxiliary 
to the Associated Master Plumbers of 
Texas, Inc., held Apr. 20-21 at Dallas. 





Mrs. A. J. Frazer, El Paso, 


elected Texas state president 


The newly elected president, Mrs. A. J. 
Fraser, had traveled a distance of 700 
mites from El Paso to be present. 

In addition to Mrs. Fraser, the offi- 
cers elected are as follows: first vice 
president, Mrs. G. E. Graul, Dallas; sec- 
ond vice president, Mrs. R. E. Wilde, 
Fort Worth; third vice president, Mrs. 
P. L. Borgstrom, Houston; secretary, 
Mrs. A. A. Powell, El Paso; treasurer, 
Mrs. E. L. O'Grady, Fort Worth. 

Entertainment provided for the visi- 
tors included a trip to the Texas Cen- 
tennial fair grounds, a theater party 
and several luncheons. 


Directors Appointed 
Miss Mary A. McKenna, new presi- 
dent of the Boston Women’s Auxiliary 
of the Master Plumbers’ Assn., has ap- 
pointed a board of directors for the 


auxiliary. It is expected that the di- 
rectors will be of much assistance in 
carrying on the work for the vear. Ap- 
pointment was announced § at the 
monthly meeting of the auxiliary on 
April 14, which took place at the home 
of Mrs. Katherine S. Sullivan, of Dor- 
chester, Mass. 

Mrs. Sullivan's four daughters acted 
as hostesses at the dinner given to the 
auxiliary members and master plumb- 


ers. 


South Side Dinner 


The South Side Women's Auxiliary 
(Chicago) of the Illinois Master Plumb 
ers Assn. will stage its annual dinner 
dance at the Shoreland Hotel on Satur- 
day evening, May 16. This very live so- 
Clal organization has been active during 
a number of years and holds several so- 
Clal functions during the vear Mrs 
Walter McHugh is president and Mrs. 
J. J. Quinlan chairman of the arrange- 
ment committee. 


Mrs. W. C. Wagner 


Mrs. William C 


band for many years has conducted a 


Wagner. whose hus 


plumbing shop at 4633 N. Clark St., Chi- 
cago, passed away very suddenly April 
4 from an attack of influenza followed 
by pneumonia. She is survived by her 


husband and a daughter, Shirley 


Mrs. H. A. Clauson 


Anna Ring Clauson, wife of Henry 
A. Clauson of the Lead Industries Assn., 
New York, passed away Mar. 27 at the 
Evanston Hospital, Evanston, Ill. Mrs 
Clauson, the daughter of Rev. Freder- 
ick Ring, one of the founders of the 
Norwegian Old Peoples Home, was a 
talented musician and for many vears 


was a teacher of piano at the Chicago 


Musical College. Mrs. Clauson, who wa 
53 years of age, died after a week's ill 
ness of pneumonia. In addition to he 
husband, she is survived by two sons 


and a sister. 
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New Developments... . 





Assist Contractor-Dealers ... 








Automatic , 
Boiler 

A new, enclosed automatic oil burning boiler 1s shown 
in the accompanying illustration at the upper left. 

The jacket is designed for modern styling and so as 
to afford complete enclosure of the oil burner within 
the jacket. This means that all oil burner controls 
including the low water cut-off also can be enclosed within 
Hlowever, a description states that such con- 


the jacket. 
Other features 


trols are not furnished with the boiler. 
which are described as being included with the new 
boiler are an instantaneous domestic submerged hot 
water coil, designed to provide a hot water supply with- 
out a storage tank; use of small diameter tubes and a 
large combustion chamber; a safety door; and ease of 
cleaning the boiler. This new boiler is finished in green. 

Fitzgibbons Boiler Co., Inc., 5/0 Seventh Ave., New 
York City, is the manufacturer. 


Hot Water 
Circulator 
Many advanced features are claimed for the hot water 
circulator which is shown in the photograph at the right. 
This device is intended to supply instantaneous and 
uniform heat at a low rate of fuel consumption and, be- 
cause of the rapid circulation that it forces through the 
system, the reduction of heat transmission loss. The 
device is designed for quiet operation through the use 
of a special adjustable V-belt drive. A description indi- 


cates that this unit accommodates 1 1n.,. 1% in., 2 1n. and 
2% in. sizes. It is indicated further that the motor, 


which is described as a 60 cycle 110 volt AC type, 1s 
cradled in rubber. The unit 1s designed to be leak-proof 
through what is termed a mechanical seal. 

Kvry-Use Products, Inc., 258-260 Canal New 
York City, is the manufacturer of this new hot water cir- 


culating device. 


ae 


" ys 
Tankless Water 
Heater 

The tankless indirect water heater 
heen announced recently by the manufacturer. 

The new heater is designed to be connected below the 
water lines of all types of automatically fired steam and 
vapor boilers and it incorporates an easily removable 
Other construction features 


shown here has 


copper heating element. 


1a 


listed are all-copper and brass waterways, 344 in. copper 
tubing used in the heating element and a cast iron shell 
around the tubes. A description indicates that the heater 
employs the counter current principle of both boiler and 
domestic water. Another feature listed is that the entire 
heater can be drained through draw-off valves without 
disturbing the heater connections and that the shell is 
equipped with a cover plate to permit cleaning the in- 
terior without disturbing any of the piping. A jacket 
finished in baked enamel is listed as optional equipment. 

This heater is made by Excelso Products Corp., 65 
Clyde Ave., Buffalo, N. Y. 


Pedestal 
Drinking Fountain 

Among other features which are listed for the new 
drinking fountain shown below are the following: it is 
pedal operated ; it has a self closing valve; and it has an 
automatic draining system. 








Above: Circulator 


Fountain 


Below: 








Above: Automatic Boiler 


Below: Tankless Water 
Heater 
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The tountain is intended to be installed over a pit in 
which all working parts are accessible, a description in 
dicates, by the removal of the pedal on the fountain and 
then by unscrewing the stuffing nut. Other features 
listed are a safety back-flow valve designed to prevent 
the water in the pit, if 1t should become flooded, from 
flowing back into the supply riser and thus contaminat- 
ing the supply water; an automatic stream regulator 
that is designed to maintain an even height drinking 
stream under varying water pressures ; and a raised angle 
stream bubbler with the drinking stream raised above 
the rim to eliminate the possibility of back siphonage. A 
galvanized coating is provided for the purpose of mak 
ing the fountain weather proof and rust resistant. 

Crane Co., 836 S. Michigan Ave., Chicago, is the 
manufacturer. 


New Bathroom 


Fixture 

Shown below is a new bathroom fixture designed to 
serve as a bidet, but further designed so that it is com- 
bined with the toilet bowl rather than being a separate 
fixture in itself. 

This fixture is intended to fold back out of the way 
when not in use. It is indicated that the hot and cold 
water pipes of the wash basin are tapped to provide the 
water supply and that the waste is discharged by a drain 
into the toilet. A description states that two faucets con- 
trol the hot and cold water. The fixture is designed with 
a plug for draining and a nozzle which sprays the water 
with as much force as is desired. It is indicated further 
that the fixture is finished in other colors as well as 
white. 

Kleensan Corporation, 341 Park Avenue, New York 
City, is the manufacturer of this new fixture. 





Above: New Waste Line 
Cleaner 


Below: Water Systems for 





Wells and Cisterns 


Right, above: New Bathroom 
Fixture 


Below: New Oil Burner 
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Water Systems for 
Wells and Cisterns 


The illustration at the lower lett shows one of a new 
line of water systems for shallow wells and cisterns. 

A description indicates that these systems are designed 
in two sizes, 300 gal. and 500 gal. per hour, and come 
in three different styles: a fresh water unit without stor- 
age tank; an intermediate model with a /'2 
tank; and a large size which has a 42 gal. storage tank. 


gal. storage 


The turbine pump used in these systems 1s designed with 
one moving part, a balanced impeller, spring-loaded seal- 
tvpe packing glands which rotate with the shaft and 
sleeve-type bearings of chrome nickel bronze alloy. 
Other features of the systems listed include heavy-duty 
repulsion-induction motors equipped with pressure- 
switch and an air valve designed to control the volume ot 


air in the storage tank at all times 


The systems are 
described as being quickly self-priming and = quiet 
running. 

Roots-Connersville Blower Corporation, Connersville, 


Indiana, is the manutacturer 


New Waste 
Line Cleaner 

The device shown at the left 1s designed to clear stop 
pages in waste lines which range in size up to 3 in, and 
4 in. in diameter. 

A description indicates that the device consists of a 
music-wire, steel, spring-wound, waste rod which 1s 
coiled on a reel and is fed into the waste line by a pump 
ing motion. A sleeve and ratchet pawl arrangement 1s 
designed to permit the feeding action to go forward. It 
is indicated also that the reel which contains the coiled 
rod is on a swivel so that the combined mechanical action 
permits a forward thrust and twist at the same time. The 
device is designed with a tool cast aluminum alloy body 
which is finished in natural color. One of the chief fea- 
tures listed for this tool is that the rod 1s coiled within 
the reel at all times with the idea ot making it easy to 
carry and eliminating the handling of the dirty rod. These 
tools are designed in models which have from I5 tt. to 
50 ft. of steel rod. 

Standard Appliance Corp., 201 Hickory St., Dayton, 
Ohio, manufactures this new waste line cleaner. 


New Oil 
Burner 


The oil burner shown at the lett is one ot a new line 
announced recently and is designed to weigh 90 Ib 

A description states that the weight reduction in these 
burners was accomplished by the use otf steel parts im 
many places. These burners are finished in blue apd 
black. Features which are listed tor the new line in 
clude sound insulation through the use of resilient 
mounting ; standard equipment; and one model with a 
special base which raises the motor to adapt the burnet 
to wet basements. These burners are designed with a 
le h.p. motor and are rated as having a Capacity i 
g.p.h. 

French Rotary Oil Burner Co., Sebastapol, Cal., 1s the 
manufacturer, 
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TIME-TESTED 





Because of their EXTRA 
ruggedness . . . their time- 
tested service .. . their 84- 
year background of honest, 
intelligent manufacture, 
Jarecki Cast-lron Fittings and 
Jarecki |Malleable Fittings are 
the choice of exacting users 


everywhere. 





JARECKI MANUFACTURING CO, 


ERIE, PA. 
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Here 1s news of selected prod- 
ucts designed to open up new and 


increasing markets for dealers 


Bending 
| Brake 


The bending brake which is illustrated by the accom- 
panying photograph is designed to bend and flatten a 
4 in. or wider seam on 22 gauge metal and to bend a 
YZ in. or wider seam on 20 gauge metal. 

These bending brakes are designed to be carried from 


_ job to job with no difficulty, and to be used as standard 
_ brakes. Another feature listed for this equipment is 
that the legs are hinged to swing up and that the clamp- 





ing handles are made to be used for carrying the ma- 
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Bending Brake 


chine. The clamping handles are made to operate inde- 
pendently and to move downward when clamping or flat- 


_tening. The brake is designed with a bending leaf hav- 
| ing a detachable '4 in. bar built so that reverse bends 
| as narrow as 4 in. can be made. Clearance 1s provided 


on both ends of the bending edges as in the case of reg- 
ular brakes. 
Dreis & Krump Mfg. Co., 7400 Loomis Blvd., Chi- 


cago, manufactures these new bending brakes. 


Automatic 


Coal Burner 


The automatic coal burner shown here is one of five 
new models which have been announced recently by the 


manufacturer. 


Coal feed capacity per hour for the five models 1s 
listed as ranging from 7 lb. to 150 Ib. Hopper capac- 
ities are listed at 350 lb. for the smallest model and 


| 900 Ib. for all other models. A description indicates 
_that the hoppers are constructed of 14 gauge, welded, 


seamless copper bearing steel with cast iron base. Safety 
features listed for the line include a limiting device to 


| prevent over-heating, a shear pin of soft steel for protec- 
tion if an obstruction gets into the fuel supply worm and 


an automatic resetting overload switch to provide over- 
load protection. The new burners are designed to per 


mit air to be delivered to the fuel bed by means of a 
specially designed tuyere block. A description indicates 
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that the transmission is of the agitated type and it 1s 
stated that this transmission is equipped with five speeds 
and a neutral. 

Kelvinator Corporation, Detroit, Michigan, manufac- 
tures these new burners. 





Automatic Coal Burner 


New Air 
Conditioner 

The air conditioning unit shown in the accompanying | 
photograph below was designed specifically to operate 
with radiator heating systems to supply humidification, 
air circulation, air cleaning and ventilation a description 
indicates. 

Provisions have been made in the unit for the addition 
of cooling and dehumidification processes, The unit is 
manufactured in two sizes, one for houses up to 12,500 
cu. ft., and the other for houses of from 12,500 cu. ft. 
to 25,000 cu. ft. Features which are listed for the unit 
include: a nozzle which is described as being self clean 
ing and as having an integral strainer used in a spray 





type humidifier; a replaceable air filter of corrugated 
fibre board that is arranged to form V_ shaped cellular 
passages and is coated with a tacky compound; and a 
centrifugal type blower which is designed to absorb vibra- 
tion and to eliminate noise. It is indicated that the unit 
has a steel casing and is finished in green with darker 
green ends and trim. 

American Radiator Company, 40 West 40th Street, 
New York City, is the manufacturer. 





Above: New Air Conditioner 





Right: Oil Heat Unit 


Oil Heat 
Unit 

Many features have been claimed for the new oil 
burner which ts shown in the accompanying photograph 
immediately above. 

A description states that these oi] burners are prec 
sion manufactured to one ten-thousandth of an inch 
lwo of the features listed for this burner are a flame 
which is completels suspended in air and a column of 








The seat pictured below is Never-Split 


No. 295-10 Sheet Covered Seat. Avail- 
able in colors, white and Sea Pearl 
finish. Chromium plated hinge, if 
desired. 
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SPRAYED AND VARNISHED 


and 


The business forecast indicates active in- 
crease in residence construction within the 
next few months . . . beginning NOW. 
This means an active market for NEVER. 
SPLIT and EVERNU seats. A market that 
can be satisfied completely with this one 
line . . . Your jobber can supply your 
needs promptly with NEVER-SPLIT Sheet 
Covered, Sprayed or Varnished Seats, and 
EVERNU indestructible Hard Rubber Seats 
Write directly to us for free display stands 
construction models and advertising folders 


and ask for CATALOG 'K 


Zam<m 


NEVER-SPLIT SEAT CO. 


Evansville. Indiana. . U.S.A 





NOTE: NEVER-SPLIT has always sold all its prod 

ucts only to recognized Wholesalers of Plumbing HARD 
Supplies who confine their sales to Plumbing 

Contractors of good standing. You may be ar 


assured that this 32-year-old policy will continue! 
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Century Repulsion Start In 
duction Brush Lifting Motor 


DAMP Surroundings 


and 


HUMID Climates 


Century Repulsion-Start Induc- 
tion Single Phase Brush-Lifting 
Open Type Motors keep-a-run- 
ning in damp surroundings and 
humid climates, in domestic and 
foreign installations — because 


Ist. The foundation insulation is right. 


2nd. The winding and insulation is 
thoroughly saturated with insulating 
paints and varnish. 


3rd. Vital Metal parts receive rust- 


preventing treatment. 


Sizes, 1/8 to 40 Horse Power. 


Totally-Enclosed and Splash- 
Proof Motors can be furnished 
where the job requires regular 


washing down with a hose. 


CENTURY ELECTRIC COMPANY 
1806 Pine Street + «+ St. Louis, Mo. 


Offices and Stock Points in Principal Cities 





MOTORS 


UP TO 600 HP 
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air which whirls through the oil must to provide pertect 
combustion. Other features claimed include qumetness 
of operation, cleanliness, stability and long lite. 

Reif-Rexoil, Inc., is the manufacturer of this new line 
of oil burners. 


New 
Stoker 


The accompanying illustration below shows one mode! 
ina new line of stokers announced recently. 

Keatures which are listed tor these stokers imelude 
long, low hoppers made of copper bearing steel; hopper 
base which is electrically welded into place; tuveres 
which are chevroned for scientific distribution of air; 
feed screws of one piece ; heat resisting steel with straight 
flights; cast iron fan housings; a device which auto- 
matically controls air volume; special mountings which 
permit the motor to be located directly over the trans- 
mission; transmission gears and shafts which are cut 
from chrome nickel steel, diamond point tested for hard- 
ness; and a safety switch which shuts off both fan and 
motor whenever an obstruction stops the flow of coal. 
This new line of stokers is designed in ten sizes which 
range in capacity from 25 Ib. to 1,275 Ib. 

The manufacturer of the new line is the stoker division 
of Cotta Transmission Corporation, which 1s located in 
Rockford, Hlinots. 





Above - New Stoker 





Right: New Oil Boiler 


New Oil 
Boiler 

Many features have been listed for the new oil boiler 
which is shown above. 

Included among these is what is described as a large 
combustion chamber and long flue passages equipped 
with fins. The new unit is designed to include an oil 
burner, boiler, domestic water heater and automatic con 
trols. Other features listed include a boiler of cast iron, 
an insulated cabinet and a control to regulate the size 
of the flame to the size of the firebox. Specifications fo! 
the different models manufactured include a heating sur- 
face ranging from 27.3 sq. ft. to 58 sq. ft.; chimney con- 
nections for all models of 9 in. ; maximum operating pres- 
sure of 15 lb. for all models; and outlets sized at 1% in. 
for the smallest model and 24 in. for the largest. 

The Timken Silent Automatic Company, Detrort, 
Mich., is the manufacturer. 
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Relief 
Valve 


A.reliet valve of the semi-automatic type has been 
announced recently by the manufacturer. 

A description indicates that all parts of this valve are 
accessible. It is indicated further that the fusible plug 
in this valve can be replaced without removing the valve 
from the line or disturbing the pressure adjustment. The 
valve is designed with a lever for testing and 1s adjust- 
able. It 1s intended to be an all-service valve of the pop- 
pet type because it is made to include pressure, tempera- 
ture and vacuum relief functions. It is described as made 
of bronze with a natural finish. 

Watts Regulator Company, Lawrence, Mass., is the 
manufacturer of this relief valve. 





Ig 


Night Fan Oil Burner 


Night 
Fan 

The night fan shown in the accompanying photo- 
vraph above is rated as having a 10,000 c.f.m. capacity. 

Other units in the line are listed as having 6,600 c.f.m. 
and 4,500 c.f.m. capacities. These units are designed 
with a directly-connected, slow-speed, vertically-oper- 
ated motor of the capacitor type. The motors are de- 
scribed as having multispeed control, ball bearing thrust, 
capillary bronze bearings and a large oil reservoir in the 
base. Features listed for the blower include noiseless 
operation and the ability to deliver a high percentage 
of its rated volume against moderate static pressures. 
Rubber motor mountings and sound deadening material 
are incorporated into the design of the cabinet. 

This line of night fans is manufactured by Russell 
I‘lectric Company, 340 West Huron St., Chicago, III 


New Oil 
Burner 


Shown above at the right is a new oil burner as it 
looks when installed. 

These units are described as having low capacities for 
adaptation to various types of standard heating equip 
ment where heating load requirements are under 135,000 
stu. input per hour. Also, these units are designed to 
provide two stages of fire, a low or standby fire which 
operates with natural draft, and a high or peak fire which 
operates with forced draft. It is indicated that the turn 
down ratios between high and low stages range from 
12 to 1 in the small model up to 20 to 1 in the largest 
model. The three sizes of units in the line are designed 
with capacities of 23,000, 45,000 and 135,000 Btu. input 
per hour. 

Columbus Metal Products, Inc., Columbus, Ohio, is 
the manufacturer. 
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IF YOU WANT PIPE 


| 





| 
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mw LONG LENGTHS 


On every piping job, there are places where long 
lengths will shorten installation time, reduce 
fitting expense and make possible neater work. 
Now you can obtain pipe in extra long 
lengths—without cross-weld—Fretz-Moon Pipe. 
Because it is made by the exclusive “continuous 
process,” it may be had in double random (or 
even longer) lengths. And not one bit of the 
well-known Fretz-Moon quality is sacrificed. 
Every length, no matter how long, is straight 
as an arrow, true in size, perfectly round, uni- 
form in structure, tightly welded, clean inside 
and outside, and easy to bend, cut or thread at any 
point. Every inch is as highly ductile as every 
other inch—without a single hard or burnt spot 
to cause trouble. It is ideal for coiling. 
Fretz-Moon Pipe is available in long lengths 
in sizes from Y%-inch to 22-inch. Write for 


full information. 


FRETZ-MOON TUBE CO., INC. 
BUTLER » PENNA. 


RETZ-MOON 


PIPE 


BLACK AND GALVANIZED 
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BARBER 
A. G. A. Approved 


Gas Pressure 


Regulators 





Indispensable to 
Safety and Econom yl 


F VERY gas burning appliance you install requires, 

for proper performance, an approved Pressure 
Regulator, as an accessory or on the supply line. 
Constant fuel pressure, as gas authorities agree, 
is a prime necessity, both for safety and economy. 


Why gamble with doubtful regulators? For your 
own protection and that of your customers, install 
Regulators which comply with A. G. A. specifica- 
tions as to pressure drop and precision of opera- 








KNGINEERING 





tion. Barber Gas Pressure Regulators are listed 
in the A. G. A. Directory of Approved Appliances. 
They are built to Barber precision standards in | 
every detail, with compact bronze bodies in all | 
desired sizes, Very moderately priced for a Regu- | 
lator of this quality. | 


Write for complete literature, prices and discounts on 
the entire Barber line of Burners and Regulators. 


THE BARBER GAS 
BURNER COMPANY 


3704 Superior Ave. Cleveland, Ohio 
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Cabinet 
Sink 


A new cabinet sink announced recently by the manu- 
facturer is shown below. 

This has the following list of features: A_ built-in, 
round dish pan; a built-in rinsing and drying compart- 
ment; a built-in soap dish and tumbler rests; concealed 
faucets; tempered water which is available from the 
spout or from the spray; a long swing-spout ; escutcheons 
which raise for cleaning ; a spray which has a disappear- 
ing hose and a self adjusting head with a renewable spray 
disc; a lift-out, chrome plated cup in the strainer de- 
scribed as being extra large; a height adjustment for 
the sink; large drawers which roll on ball bearings; a 
ventilated door cupboard; and chrome plated, solid 
bronze hardware. 

This sink is manufactured by The Ebco Manufactur- 
ing Co., Columbus, Ohio. 





Cabinet Sink 


Portable Air 
Conditioning Unit 

The self contained, portable air conditioning unit shown 
here ts rated at a capacity of approximately three-quar- 
ters of a ton. 

This unit is finished in a dark walnut steel casing and 
is 40 in. high, 36 in. wide and 18 in. deep. It is in- 
tended for location beneath a window through which 
=... 


Portable Air Conditioning 
Unit 





outside air for condensing purposes and for ventilation 
is brought by means of a duct. It is indicated that a 
regular electrical outlet is the only other connection 
necessary for the operation of the new unit. A centritu- 
gal type fan is designed to circulate cooled, dehumidified 
air at the rate of 250 c.f.m. <A single unit is rated at a 
capacity sufficient for spaces from 1.500 to 3,000 cu. ft. 

Carrier Engineering Corporation, Newark, N, J.. 1 
the manufacturer. 
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New Steam 


Return System 

Shown here is a system for returning steam and con- 
densate to the boiler at high temperatures. 

The system is described as being a compact piece of 
equipment which is motor-driven and which has one mov- 
ing part. The system is designed to be closed to the at- 
mosphere from the boiler. A further description states 
that steam passes through the equipment and _ then 
directly back to the boiler at any pressure and at temper- 
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| New Steam Return 
- System 








atures ranging from 275 deg. Kahr. to 350 deg. Fahr., 
depending upon conditions. The following features are 
claimed for the system: heat loss is reduced to a mini- 
mum; less make up water is required; and boiler scale 
is reduced. 

The system is manufactured and sold by the American 
District Steam Company, North Tonawanda, N. Y., in 
the territory east of the “Mississippi River and by the 
Becker Pump Company, Oakland, Cal., in the western 
territory. 


Fuel 
Estimator 

Shown here is a device which is designed to compare 
fuels and to estimate the coal, oil or gas required to heat 
different buildings. 
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Fuel Estimator 


lt is described as being a slide rule combination which 
makes it possible to combine the fundamental variables 
necessary for estimating heating requirements without 
the necessity of remembering formulae or constants. The 
device is 214 in. by 7 in. in size and is constructed of 
celluloid. The reverse side of the rule contains data on 
fuels. The device is rated as permitting the estimating 
of heating requirements which run from 5 to 100 tons 
of coal, 100,000 to 2,000,000 cu. ft. of gas and 1,000 to 
20,000 gal. of oil. 

Calculator Specialties Co., 122 S. Michigan Ave., 
Chicago, Ill., is the manufacturer of this estimating de- 
vice, 
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Wherever a WATERFILM boiler has been installed it 
has proven itself by results. These Loilers have saved 
as much as 50 per cent on fuel costs, which is marvelous 
performance. 

Dealers are enthusiastic over the WATERFILM boilers 
because, not only are they making satisfied customers, but 
the sales cooperation, such as advertising in House and 
Garden, in Architectural Forum and complete dealer 
help booklets and folders are also helping them make 
more sales. 

Remember these facts when comparing WATERFILM 
boilers with others: 7 

A FLASH BOILER STABILIZED 

HEATS QUICKLY 

COOLS SLOWLY 

iS OF WELDED STEEL CONSTRUCTION 

BUILT ESPECIALLY FOR AUTOMATIC FIRING 

SIMPLE AND INEXPENSIVE TO INSTALL 

The jacket is both serviceable and good looking. 

Write today for full information regarding WATERFILM 
boilers. 


WATERFILM BOILERS, Inc. 


1S4 Ogden Ave. :: Jersey City, N. J. 
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BOILER STABILIZED 
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Waritine 


PIONEERED the de- 
signing of Small Do- 
mestic Models. Not 
miniatures of larger Whiting Industrial and Com- 
mercial Stokers—but smart, modern and conveni- 
ent Domestic Appliances—engineered solely to 
meet the needs of home owners. 


WHITING PIONEERED a Distribution Policy ca- 


pable of winning a great new mass market: 











{!.—Exclusive Distributors in each terri- 
tory — assuring dealers of full assis- 
tance, service and localized co- 
operation. 

2.—A More Profitable Dealer Set-Up — 
permitting greatly increased resi- 
dential profits plus those of the com- 
mercial market. _ 

WHITING PIONEERED A New Price Structure— 
which has proved most attractive to both home 
owners and dealers. 

WHITING PIONEERED Advertising and Sales 
Promotion Plans as effective as those employed in 
the marketing of other successful domestic 
appliances. 














WHITING STOKER 





YOUR NEXT GREAT MARKET! 


j naneesennenanmnaensennabaaneninrentn 


Underfeed Stoker Divi 
| WHITING CORPORATION, 1 
| 15604 S. Malsted St.. Harvey, Iii. | 
W A T he H ! We are dealers in.............. ’ 
Send the facts regarding the Whiting Steker. | 
WHITING ; ww ' 
The 1936 line will soon 1) CORES 7 
be announced. ‘ec rabshtlecete tet tam tena aaecdcangre 11mg thse pale 
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Oil Burning 


a 
Boiler 
The oil burning boiler shown below was designed to 


be adaptable to any oil burner. 


Among other features which are listed tor this new 
boiler are the following: five-way flame travel designed 
to assure heating efficiency; a firing chamber com- 
pletely surrounded by water with the idea of cutting 
off heat losses at this point; heavy steel jacket insulated 
against heat and sound; steam liberating surfaces de- 
scribed as being large ; and water circulation. A descrip- 


| tion indicates that the boiler is fast in delivering heat 


to the rooms and is sensitive to its controls. The model 
which is illustrated is finished in two-tone grey enamel. 
A further description indicates that the smokehood is 
designed with a special boss to allow drilling an opening 
for a stackswitch. 

Pierce, Butler Radiator Corp., Syracuse, N. Y., man- 


_ufactures this new oil burning boiler 











Oil Burning Boiler 
Water Softener 


Water 


Softener 


The equipment shown in the accompanying photograph 


is intended to soften and improve the water supply in do- 


a 


mestic, industrial and institutional buildings. 

A description indicates that the equipment is manu 
factured in seven models and 25 sizes with flow ratings 
from 8 gal. to 72 gal. per minute. Construction features 


' include tanks of heavy copper bearing steel, galvanized 
| inside and out; tank fittings of cast bronze; brass and 
| copper pipe and fittings ; brine tanks with brine resisting 


ee 


ne 


coatings ; bronze valves; and the best grade, high capac 
ity white synthetic mineral. A description states that 
equipment is finished in two-tone green enamel and two 
tone grey lacquer, depending upon the model. 

The H. L. G. Co., 222 West Ransom St., Kalamazoo. 
Michigan, is the manufacturer of these water softener: 


Hammer for 


Sheet Metal 


The hammer shown in the illustration on the next page 
1s intended for use in the riveting and setting of sheet 
metal. 

The hammer is manutactured ip owe size for riveting 
and one size for setting. Cor <uction features listed 
include a forged head and hanaie in one piece ; tool steel 
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with each part tempered ; and a grip made of sole leather 
washers. Both sizes are finished in polished metal with 
mahogany colored handles. Other features listed are: its 
construction eliminates any danger of the tool breaking 
or splintering; a perfect balance; and sheet metal edges 
cannot damage the handle neck. 

These hammers are manufactured by W. A. Whitney 
Mfg. Co., 636 Race St., Rockford, Illinois. 


Motor Operated 
Controllers 


Two models of motor operated controllers have been 
placed on the market recently. 

The housing of both of these units is designed to op- 
erate either slip stem or rotary valves. It is indicated 
that the valves may be connected to either side of the 
operating lever and may be in either horizontal or ver- 
tical pipe lines. Overall dimensions for the controllers 
including the operating lever, are listed as being 634 in. 
by 9% in. by 9 in. in size. Specifications given for both 
units include the following : a maximum length of stroke, 
4 in.; the time for a full stroke with sustained contact, 
60 seconds; and a pull developed at the end of the 
operating lever, 75 lb. 

The Automatic Temperature Control Co., Philadelphia, 
Pa., is the manufacturer of these controls. 


Container for 
Flux 

The accompanying illustration shows a flux pot 
designed to hold four kinds of flux. 

A description indicates that it is constructed of cad- 
mium plated cast iron and has four compartments. It is 





Hammer for Sheet Metal 
Flux Pot Work 


designed further to be practically dust tight when closed. 
A ring is provided as a handle to permit convenient 
carrying. Other features which are listed for this flux 
container are that it prevents flux from spilling and 
allows for easy selection of the proper flux. 
Announcement of this container comes from Schlafer 
Hardware Co., 115 West College Ave., Appleton, Wis- 


coOnSsIN. 


Electric Room 
Thermostat 


A room thermostat announced recently incorporates a 
liquid expansion thermostatic system with what is de- 
scribed as a sensitive air bulb coiled up under the per- 
torated case. 

The instrument is designed with the bulb extending 
from the back of the case for use as a ductstat or aqua- 
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STANDS OUT 


This Year It's REXOIL 


Rexoil stands out with Distributors and 

Dealers for 

—I15 years of continual successful engineering of oil 
burning equipment. 


—A record of less than | per cent service calls re- 
quired over thousands of installations and over a 
period of many years. 


-A friendly personalized factory cooperation. 
—The finest equipment that material, time and 
experience can produce. 
—A 209°° increase in sales——1935 over 1934, and 1936 


exceeding same period of 1935. 


“Not how many but how good” 
We invite inquiries from prospective distri- 


butors and dealers. 


REIF-REXOIL, INC., BUFFALO, N. Y. 


Vianufacturers of Rexoil Conversion Burners, Boiler 


Units, Furnace Units, and Air Conditioners. 





REXOIL 


Oil Burner 


REIF-REXOIL. INC... Buffalo, “. ¥ 


Send us the atory of Rexoil 


Name 


Address 


Indicate whether Distributor or Dealer 
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stat. The design of all these units is of the line voltage 
type. Each is rated to handle a.c. loads up to 1,000 
watts or 4% h.p. motors without the need of a relay or 
of a transformer. A further description states that the 
switches are sealed and are moisture-proof. Another 
feature attributed to these instruments is that they can 
be mounted directly on any standard outlet or switch 
box for concealed or exposed wiring. 

Wilbin Instrument Corp., 40 East 34th Street, New 
York City, is the manufacturer of these new thermostats. 





New Information 
and Aids to Sales 


Plumbing and 
Heating Portfolio 


Crane Co., Chicago, has issued a portfolio of plumbing 


and heating ideas which is 1014 in. by 14 in. in size. This 
portfolio contains a number of illustrations of installa- 
tions of plumbing and heating equipment. Several pho- 
tographs of the before and after type are included also. 
Model kitchens, basements, laundries and bathrooms are 
shown. A number of blank pages are included so that 
pictures of other model installations may be clipped from 
newspapers and magazines and inserted in the portfolio. 


Water Heating 


Systems Bulletin 

A letterhead sized bulletin which contains twenty pages 
has been issued by Triplex Heating Specialty Co., Inc., 
Peru, Indiana, covering the line of hot water heating sys- 
tems which the company manufactures. The bulletin 
contains several diagrams which illustrate different types 
of heating systems for various sizes of buildings. These 
diagrams show where the specialties which the company 
manufactures may be used in the different systems. 
Tables for figuring radiation, proper main sizes and pipe 
coil equivalents are included. 


Shallow Well and 
Cistern Bulletin 


Roots-Connersville Blower Corp., Connersville, Ind., 
has issued Bulletin 260-B13A covering their line of 
water systems for shallow wells and cisterns. The single 
sheet bulletin illustrates and describes one of the sys- 
tems and also gives features for the pumping unit. Fea- 
tures for the system are enumerated and a table of capac- 
ities is given. Two other views of the system are re- 
produced. The bulletin is approximately the size of a 
business letterhead and is punched for looseleaf binding. 


Register 
Sizing Charts 


Hart & Cooley Manufacturing Co., 61 West Kinzie 
Street, Chicago, has issued Sizing Chart No. 3 of recom- 
mended sizes of the company’s line of forced air regis- 
This chart shows different sizes for use with vari- 
This sizing chart 


ters. 
ous volumes, velocities and riser sizes. 


is printed on cardboard and is 5 in. by 8 in. in size. 
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Oil Burner 
Bulletin 


A fifteen-page, two-color bulletin, ‘““Modern Perfec- 
tion in Automatic Oil Heat,” has been prepared by Beth- 
lehem Foundry & Machine Company, Bethlehem, Pa. 
Several pages are devoted to the advantages of this type 
of heating. Features for the company’s oil burners are 
listed and the burners illustrated by means of photo- 
graphs. Descriptive material on the line of burners is 
listed under the headings of simplicity, silence, efficiency, 
economy, dependability and safety. The bulletin is known 
as No. CF-2 and is 8% in. by 5% in. in size. 


Oil Heat 
Booklet 


“Luxurous Heat,” is the title of a 12-page booklet 
which has been issued by General Electric Company, 570 
Lexington Ave., New York City, on the oil burning unit 
which the company manufactures. The booklet is 
printed in colors and contains several photographs and 
drawings. A cross section plan view of the unit is re- 
produced also. Several photographs which illustrate in- 
stallations which have been made with these units are 
shown on two of the pages. The unit is described in the 
text of the booklet. 


Insulation 


Bulletins 

Two bulletins, one, dealing with the company’s line of 
insulating firebrick, the other, covering refractory mor- 
tars and plastics, have been issued by The Babcock & 
Wilcox Company, 85 Liberty Street, New York City. 
Both of the bulletins are 8% in. by 11 in. and are printed 
in two colors. They contain information and photographs 
of the products mentioned and the information listed is 
in tabular form. 


Commercial 


Refrigeration Book 

A book of 403 pages entitled, “Commercial Refrigera- 
tion,” has been published by Nickerson & Collins Co., 
435 North Waller Avenue, Chicago, Ill. The author of 
the book is L. Kay Wright. 147 charts and illustrations 
are included as are 150 tables. The size of the book 1s 
6in. by 9in. The text of the book is concerned with the 
application of small commercial refrigeration units to 
markets, dairies, restaurants, bakeries, air conditioning, 
ice cream and drinking water. The price of the book 1s 
$3.50 a copy. 


Motorized Blower 
Unit Folder 


A single fold, 814 in. by 11 in. folder covering the com- 
pany’s line of motorized blower units has been issued by 
Janette Manufacturing Company, 556-558 West Monroe 
Street, Chicago. The various types of blowers are illus- 
trated with photographs, and blower housing discharge 
positions are shown by blueprint type drawings. Sev- 
eral motor speed tables are included as are price tables 
for the various units. Features and specifications for 
the blowers are given in tabular form. 
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Electric Motors 


Bulletin 

A fifteen-page, 914 in. by 111% in. bulletin, “Why Ohio 
Motors Are Reliable,” has been issued by the Ohio Elec- 
tric Manufacturing Co., Cleveland, Ohio. Large size 
photographs and descriptive material illustrate the vari- 
ous steps in the manufacture of the company’s motors. 
A listing and description of the various models of frac- 
tional horsepower motors manufactured by the company 
is included also. 


Instrument 
Catalog 


A new catalog, RA-346, covering the combustion 
meters manufactured by The Hays Corporation, Michi- 
gan City, Ind., has been issued recently. The catalog is 
about the same size as a business letterhead. The several 
units in the line of meters are illustrated by photographs 
and also by diagrammatic drawings. A description of 
the operation and features of these instruments and a 
chart of information for ordering also afe included in this 
two-color catalog. 


Catalog 


on Pumps 

A loose leaf bound general catalog has been issued by 
Tuthill Pump Company, 131 West Sixty-Third Street, 
Chicago. This catalog illustrates and describes the differ- 
ent units that make up the line manufactured by the 
company. Many drawings of the blue print type illus- 
trate construction features or dimensions. ‘This informa- 
tion is given also in tabular form. Several other tables 
are included in the catalog which is printed in colors. 


Temperature 
Control Catalog 


Catalog 36 has been issued by Thomas A. Edison, In- 
corporated, West Orange, New Jersey, covering the line 
of temperature controls and thermal relays manufactured 
by the company. Illustrations, descriptions, features, spe- 
cifications and applications are given for the various 
models in the line. Two pages are devoted to photo- 
graphs of typical installations. Included also is a tem- 
perature conversion table which includes interpolation 
factors. 


Volume on 


Combustion 

“How to Build Up Furnace Efficiency” is the title of 
a volume published recently by Dunes Publishing Co., 
Michigan City, Indiana. This book was written by Jo- 
seph W. Hays. It contains 542 pages. Many drawings 
and illustrations are reproduced. Included also is a 
large-sized drawing of the blue print type which illus- 
trates 26 types of American boilers. The book is priced 
at $3.00 a copy. 


Hot Water Heating 


System Manual 

The Hoosick Engineering Co., Inc., Hoosick Falls, 
N. Y., has issued a 32-page installation manual which 
covers the hot water heating system and forced circula- 
tion devices manufactured by the company. 


The vari- 
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SO | MADE 


FAIRBANKS 
SHOW ME" 


















Before Voorhees, Gmelin & Walker, Engineers, chose 
Fairbanks Valves for the model office building of the 
New York Telephone Co. in New York, they made a 
searching investigation. 

We showed them through our factories so they 
could see that Fairbanks Valves are made of the high- 


est grade materials, made in a careful manner by men 





of long experience and carefully tested before leaving 
the factory. And we proved that long, dependable 
service, at low upkeep cost, had been given other 
users of 


Fairbanks 








alves 


That careful buying pays is shown 
by the fact that their Fairbanks 
Valves are still giving entire satisfac- 
tion after many years of service. 

You, too, 

would select 
Fairbanks 
Valves if you 
made a simi- 
lar investiga- 
tion. The best advertisement 
for Fairbanks Valves has always 
been the recommendation of en- 
thusiastic users. 





Write for names of users and 
Catalog 21. 


* 
THE FAIRBANKS CO. 


Manufacturers of Valves, 
Hand Trucks and Wheelbarrows 


395 Lafayette St., New York, N. Y. Mas. 


Boston, Pittsburgh 
Distributors in Principal Cities 





V oorhees Gmelin & Walker, 
, » 2 


Factories: 
Binghamton, N. Y. 


te. ul , neers 
Rome Ga. Baker ba tf “A Heating 


i ‘ hing 
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ous units which make up the system are illustrated and 
Roughing-in dimensions and size and capac- 
ity charts also are given. Installation data is included 
and blue print drawings illustrate various types of 
forced circulating hot water heating systems, wiring dia- 
grams and:‘branch connections. ‘Two tables of rules for 
hyguring radiation are included in the manual. 


described. 


Air Conditioning 
Manual 

A 36-page dealer's manual has been prepared by Mil- 
ler Conditionair, Inc., 1138 South Broadway, Los Ange- 
les, Cal., which includes information on the company’s 
line of air conditioning products. The various units in 
the line are illustrated and described. Other photographs 
show several installations which have been made with 
the equipment. A page of questions and answers which 
relate to the company s equipment is included also. 


Register and 
Grille Catalog 

The Independent Register Co., 3747 Last 93rd Street, 
Cleveland, Ohio, has issued Catalog No. 36 AC which 
covers the line of air conditioning registers and grilles 
which it manufactures. The catalog is printed in two 
colors and is 8% in. by 11 The difterent 
units in the line are illustrated and several drawings of 
the blue print type show applications. Sizes and list 
prices are included in tabular form. A chart shows 
pressure velocity curves for 12 in. by 6 in. registers and 


in. Im size. 


orilles. 
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Folder on 


Oil Burners 

Syncro-Flame Burner Corporation, 1200 Park Street, 
Hartford, Conn., has issued an 8!4 in. by II in. folder 
covering the line of oil burners which the compan, 
manufacturers. The folder is printed in two colors. One 
of the models of the oil burners is shown in photographs 
and the motor unit is illustrated also. Features for the 
burner are listed. 


Air Conditioning 
Folder 

A letterhead sized, two-color folder has been issued by) 
Servel, Inc., Evansville, Indiana, on the line of air condi- 
tioning units that the company manufactures. The vari- 
ous units are illustrated and described. Several photo- 
graphs show installations which have been made with 
the various types of equipment. Other installations are 


suggested also. 


Instrument and 


Control Literature 

The Brown Instrument Company, Philadelphia, Pa. 
has prepared a folder 8% in. by 11 in. which illustrates 
and describes the company's line of temperature control 
equipment. This folder is printed in colors. Another 
piece of literature which the company has issued is a 24 
page booklet entitled, “Instruments from the Executive 
Viewpoint.” This booklet illustrates and describes ad- 
vantages of control equipment in modern business. 





SHORT WORK 


OF YOUR PIPE BENDING JOBS 









Use the HANDY 
Bender with equal 
satisfaction on cop- | 
per, brass or alumv 
num tubing, on 
conduit, iron or 
steel pipe. 
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No matter how difficult your 
pipe bending jobs may look, the 
HANDY Pipe and Tube Bender 
will make short work of them. 
You simply hang it on the pipe, wind the 
crank and the job is done. No exertion. No 
lost time. No lost motion. The HANDY 
Bender offers you your one certain means of 
effecting the perfect, smooth-flowing, stream- 
Leading wholesal- line installation which pres- 


ers handle HANDY ent day piping practice 
oh. Aak yours demands. 
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HOLSCLAW Bros., Inc. 


EVANSVILLE, INDIANA 


























New Ideas... 





in Heating... 


cttorut 


in Plumbing... 





Heating 


2,028,261. Automatic Control for Vapor Heating Systems. 
Sergius Vernet, Brooklyn, N. Y., assignor to Foster-Vernay 
Corporation, Pittsburgh, Pa., a corporation of New York. 


2,027,632. Oil Burning Apparatus. Lee S. Chadwick, 
Shaker Heights Village, Mare Resek, Cleveland Heights, 
and Jonn Alger Dahlstrom, Bay Village, Ohio, assignors to 
Perfection Stove Company, Cleveland, Ohio, a corporation 
of Ohio. 
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AUTOMATIC CONTROL FOR VAPOR ———— 
HEATING SYSTEMS 
2,027,632 
o OIL BURNING APPARATUS 
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2,029,950 
2,028,173 THERMOSTATIC RELIEF VALVE 
CONTROL FOR RADIATORS 








2,028,173. Control for Radiators. Richard H. Thomas, 
Oak Park, Ill, assignor to Lurielle A. Thomas, Oak Park, III. 


2,029,950. Thermostatic Relief Valve. William K. Simp. 
son, Waterbury, Conn., assignor to Hoffman Specialty Com- 
pany, Waterbury, Conn., a corporation of Illinois. 


2,028,814 Air Conditioner. John C. Wichmann, Chicago, 
Il. 


2,028,274. Coal Stoker. Walter M. Cross, Jr., Charles G. 
Buder and Victor CC. Norquist, Kansas City, Mo., assignors 
by direct and mesne assignments, of one-half to Mid-Con- 
tinent Investment Company, Kansas City, Mo., a corpora- 
tion of Missouri, and one-half to Butler Manufacturing Com 
pany, Kansas City, Mo., a corporation of Missouri. 


Hierman I. 


2,027,485. Method ot Stoking Furnaces 


Kraeft, Cleveland, Ohio, assignor to Murray-Ohio Manufac- 


turing Company, Cleveland, Ohio, a corporation of Ohio. 
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2,028.27 


| COAL STOKER 











2,027,485 
METHOD OF STOKING FURNACES 2,028,814 
AIR CONDITIONER 








2,029,513. Temperature Control System Daniel G. Tay 


lor, Minneapolis, Minn., assignor to Minneapolis-Honey well 


Regulator Company, Minneapolis, Minn., a corporation of 


Delaware. 
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2,029,513 
TEMPERATURE CONTROL SYSTEM 





2.029.615 
TWO-STAGE VALVE 








2.029.615. Two-Stage Valve Willis H. Gille, St. Paul, 


Minn., assignor to Minneapolis-Honeywell Regulator Com- 
pany, Minneapolis, Minn., a corporation of Delaware. 
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Net Oo ...The Field with a Future! 
Know Air Conditioning. Get into this new, uncrowded 
field. Grow with the fastest moving industry today. 
Learn all phases of the fascinating work easily, quickly 
and at low cost. 

The Utilities Engineering Institute (established 1927) 
offers what it believes to be the best and most COM- 
PLETE Air Conditioning course in existence today. It 
was prepared with the cooperation of leading manufac- 
turers in the Industry. It covers every subject, including 
Principles, Functions, Equipment, Planning, Estimating, 
Installation, Service and Maintenance. Easily acquired 
in spare time. Actual shop practice on domestic and com- 
mercial types of equipment available at no extra cost. 
Already Air Conditioning is offering bigger and better 
opportunities than can be found in almost any other in- 
dustry. And it's GROWING by leaps and bounds. The 
Industry needs trained men NOW. Your inquiry will not 
obligate you in any way. Send TODAY for FREE booklet. 


UTILITIES ENGINEERING INSTITUTE 


(Established 1927) 
400-410 N. Wells St., Dept. 2456, Chicago, Ill. 


HOFFMAN 
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The most com- 
plete line of heat- 
ing specialties 
for every type 


of steam system 


VENTING VALVES ™ Be 


TRAPS 2 PR 


OS 


SUPPLY VALVES a 3 ee 
PUMPS \ 3 
‘ % 
\ — 
See your wholesaler or write to 


HOFFMAN SPECIALTY CO., Inc. 
- WATERBURY, CONN 
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Plumbing— 


2,023,178. Vacuum Breaker. Henry J. Luff, Cleveland 
Heights, Ohio, assignor to Mary A. M. Luff, Cleveland 
Heights, Ohio. 


2,021,390. Siphonage Breaker. George L. Smith and 


Ward F. Smith, Canoga Park, Calif. 




















2,021,390 
SIPHONAGE BREAKER 





2,023,178 


«9,020,463 
FLUSH TANK VALVE ASSEMBLY VACUUM BREAKER 

















2,020,463. Flush Tank Valve Assembly. William Fill- 


mann, Milwaukee, Wis. 


2,023,640. Thermostatic Gas Valve. Clarence H. Mor. 
row, Cleveland, Ohio, assignor to The Hotstream Heater 
Company, Cleveland, Ohio, a corporation of Ohio. 











2.023.640 
THERMOSTATIC GAS VALVE 








2,024,930. Plumbing Fixture. Julius S. Judell, Milwaukee, 
Wis., assignor to Milwaukee Flush Valve Company, Milwau- 
kee, Wis., a corporation of Wisconsin. 


2? 026.074. Threadless Fastener for Valve Washers. Ar 
thur Jacobs, Newark, N. J. 


2.024.783. Electric Water Heater. Frank J. Smith, Johns 


town, Pa. 
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2,024,873. Sink Flusher. Judson A. Perry, Greensboro, 
N. C., assignor, by direct and mesne assignments, to Perry 
Sink Flusher Company, Greensboro, N. C., a corporation of 
North Carolina. 


2,024,270. Flush Valve. Frederick C. Binnall, Washing- | 
ton, D. C., assignor to Tradewald Corporation, Washington, | 


D. C., a corporation of Delaware. 
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2,023,788 
NONSIPHONING FLUSH VALVE 
FZ 





2,024,270 
2,026,045 
BATHTUB ATTACHMENT FLUSH VALVE 








2,023,788. Nonsiphoning Flush Valve. Fred P. Miller, 
San Francisco, Calif. 


2,026,045. Bathtub Attachment. John Kapella, Chicago, 
ill. 


2,016,635. Flush Tank. .William August Henn, Evans- 
ville, Indiana. 
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2.016 840 
FLUSH VALVE GUIDE 2.016.635 
FLUSH TANE 





2,016,840. Flush Valve Guide. Edward Schubert, Chicago, 
Illinois. 


2,018,554. Bibb Seating Tool. Roland G. Hawker, Troy, 
N. Y. 


2,018,036. Time Controlled Flush Valve. Victor’ E. 
Schmiedeknecht and Robert C. Boyd, Louisville, Ky., as- 
Signors to Standard Sanitary Manufacturing Company, a 
corporation of New Jersey. 
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This BLADE 


will do 
your work 

better 
than any 
blade you 
have tried 


Expressly 
made to cut 


COPPER AND 
y BRASS TUBING 


MILFORD FLEXIBLE 
DUPLEX 


Length and pitch stamped on blade for quick identification. 


O 


Fine teeth on forward end start cut at any angle on the 


FIRST STROKE. Quick-Starting. Clean finish. No slipping. 


Longer wear. 
Order from Your Jobber 


THE HENRY G. THOMPSON & SON CO. 





MILFORD FLEXIBLE 12” 


’ EASY STARTING TEETH ¥ 18T 


Thin nwnnnnwnnnnnwnwnimrnnnwry 





PAT'D 








NEW HAVEN, CONN. 




















METAPHRAM 
Type A2 

for small low pressure 

plants — gas, oi! of 

coal fired. 














METAPHRAM Gradual Control 


covers the entire range of domestic hot water 
and low pressure boilers and tank heaters, either 
gas, oil, or coal fired. 

Full stock carried in New York, 210 E. 45th St. 


Descriptive Bulletins on Request 


NATIONAL REGULATOR CO. 


2317 KNOX AVENUE CHICAGO 
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GOOD 
COPPER TUBING 
REDUCES 
SERVICE CALLS 





When you use Wolverine Deoxidized Copper 
Tubing in your automatic heat installations you 
insure your work against profit consuming serv- 
ice calls later on. 


Why—because Wolverine Tubing: 


1. Is made cf 99.9% pure copper which defies rust or 
corrosion. 

2. Is produced by the special Wolverine extrusion 
process which assures a clean bright tube with a 
mirror-like inside finish—no scale, shop dirt or sedi- 
ment to clog fuel, oil or water lines. 

3. Has uniform soft temper to facilitate cutting, bend- 
ing, flaring and installation. 

4. Has uniform wall thickness and is accurately sized 
to assure tight joints with either flared or soldered 
fittings. 

5. Is always available in whatever size you need at 
your local Refrigeration Supply House. 


Standardize on Wolverine Deoxidized Copper 
Water Tubing for all automatic heat and air 
conditioning installations. 









WOLVERINE TUBECO. 
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SEAMLESS ne ye BRASS & ALUMINUM 
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be withdrawn from the tank is increased to 

100 per cent minus 66 2/3 per cent air or 331/3 per 
cent water at maximum pressure and 

100 per cent minus 100 per cent, or O per cent, water 
at minimum pressure making 

33.1/3 per cent minus O per cent or 33.1/3 per cent 


(Continued from Page 76) 


water 

which can be withdrawn from the same tank and under 
the same pressure variation as before, when only 1/8 of 
the tank capacity could be used. As 331/3 per cent is 
nearly 3¢ it is evident that in this case under the initial 
air condition almost three times as much water is avail- 
able with the same amount of pressure variation. 

In Table 2 is shown a schedule so arranged that the 
percentage of water in the tank can be obtained for any 
initial air pressure and for any final tank pressure. As 
an example of the application of this table assume a 
condition where the minimum pressure at the tank which 
is required is 40 lb. gauge and the maximum pressure 
desired on the tank is 70 lb. gauge. What would be the 


S55 % Aw | 
at 60/6 46 % Atir | 
at 40 /6b. | 


ee | 











665 Yo Water 


as 60 Jb 54% Watler 


at 40 / | 





Ai- Amount of Water Which Can Be 
Withdrawn with a Drop in Pressure 
trom 60/6. /o 4O/b. (or 124%) 


ee 


Fig. 12—Diagram indicates the amount of water available 
from tank 


percentage of water available using initial air and what 
pressure initial air should be used? Referring to the 
table for 40 Ib. gauge initial air and 70 Ib. final gauge 
pressure it is found that 35 per cent of the tank capacity 
would be available. 

[f the building average water consumption is 6,000 gal., 
what size of tank and pump will be required to meet 
the pressure conditions of the previous problem ? 

According to the previous problem 35 per cent of thie 
tank capacity is available for water. If the maximum 
hourly usage is assumed as approximately 10 per cent 
of the daily use, this is 600 gal. per hr. or 10 g.p.m. Ii 
the pump runs approximately 1/3 of the time it must 
pump at a maximum rate of 10 g._p.m. & 3 or 30 g.p.m 
lf the pump should run 10 minutes at a time it would 
deliver 

10 & 30 g.p.m. or 300 gal. 
but until the next pump operation period would be 20 
minutes and during this idle pertod 

20 
would be drawn off. 
to supply this 200 gal. out of the stored water. 


10 gal. or 200 gal. 
Therefore, the tank would have 
Saving 
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300 gal. for safety, the tank capacity would have to be 
300 gal./35 per cent or 900 gal. approx. 

One more problem: If the operating pressure desired 
ina building varies between a maximum of 60 lb. gauge 
and a minimum of 40 lb. gauge what portion of the pneu- 
matic tank capacity is available if 10 Ib. gauge initial 
air is used? 

In Fig. 2 the tank is shown just before the water is 
pumped in. It has 10 lb. gauge pressure of air. Water 
is now added until 40 lb. gauge pressure is reached at 
which time the conditions will be as shown in Fig. 3, 
with 54 per cent of the tank capacity occupied by water. 
This may be checked from Table 1 by finding the inter- 
section of 10 Ib. gauge initial pressure and 40 Ib. gauge 
Continuing the addition of water until 60 


EXSELSO 


EXCELSO Indirect Water Heaters 
EXCELSO Tankless Water Heaters 
EXCELSO Direct Water Heaters 

EXCELSO Phaeton Boiler Boosters 


final pressure. 
lb. pressure 1s reached the conditions will be as shown 
in Fig. 4 where the water occupies 662/3 per cent of 
the tank. This also may be checked from the table. The 
amount available will be shown in fig. 12 or 
66 2/3 minus 54 or 12 2/3 per cent. 
As a general feature of pneumatic systems, the less 


EXCELSO Klearway Cleaning Valves 
EAC ELSG) Tempo Mixing Valves 
EXCELSO Rotary Hack-Saws 


pressure variation under which the system is operated 
the greater will be the frequency of the pump operation. 
Or, if the frequency of pump operation is kept the same, 
the larger will be the tank required. 





| . , . . 

| Stocked and Sold by Wholesalers of Plumbing 
| and Heating Supplies Country-wide. 
TABLE 1 











CAPACITIES OF SQUARE AND RECTANGULAR TANKS 
stein sstectalincsTiaiaesannitans Pace: > Ce ie lek) fe] olilepmee) ite) 7: vilel, 
Lue neth of ie | Width of Tank in Peet 
Tank in 2 2% 3 3% 4 4% 5 5% 6 8 10 57 Clyde Avenue Buffalo, N. Y. 
Feet (;allons 
S of os $5 >: HH HS 42 x3 Qf) 1? P50 | 
21 38 17 56 66 ri \4 4 103 #411 150 18 
1 56 68 79 90 101 113 124 135 180 22 Ei f S 4 F S U | T S 
vA 53 66 #+$7 92 105 118 132 145 158 210 26 
i 60 75 0 105 120 135 150 165 180 240 300 i 
{1 68 84 101 TIS 1385 152 169 185) 20 a THAT COUNT ; 
7540 94.0«113 0 «1320 «150 «169 188 206 225 300° 37 . 
+ 83. 103 124 #145 165 186 206 24s 30 4d 
| 90 113 135 158 180 203 226 248 270 360 450 Practically every hot water heated 
i 105 132 158 184 210 236 2¢ 9 315 420 52 . , 
| — home is a live prospect for 
. 120 + 180 210 240 - 20) 330 wn nye eee quicker heat. The No. 7 Auto 
, 7 hol 20 Zow eared of ;N Lr 540 675 d . 
10 150 188 225 263 300 338 375 412 450 600 750 Vent does away with air pockets 
i. a a ae on ae in eS i Se and assures better circulation. 
They add much to a job and cost 
lh 240 SH0 60 1?) {Re if HOO H60 7° Ho (ie) 2 
but little. 
~_ : , No. 7 Auto 
The capacity of both the pump and tank increase — vents for water 


proportionately with an increase of water supplied, all 
other things remaining equal, 

Initial air should not be used to the full extent theo 
retically indicated owing to the danger of blowing air 
into the system at the low pressure point. About 5 to 
lO per cent of water should remain in the tank at the 
time the pump starts. This simply means 5 to 10 per 
cent added capacity to the tank so that this amount of 





dead water can be carried at all times. 


Chis brings us to the very important matter 


of what 


is the capacity of a tank both when it is entirely filled 


and when only partially filled 
he calculated hy the length Lines the wrath times the 
little difficulty arises with 


depth of the water contained, 
lable 


this type of tank. 
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The White Circulator 


The White Circulator is the 
last word in design, flexibil- 
ity and uninterrupted ser- 
vice. Made in both angle 
and straight type. 


White Flo-matic Valves for 
Summer - Winter hook - up, 
are made in both angle and 
straight type. Send for 
, Circulators are ; 
naieh sizes I” to 2'/>” Circular WwW. 


MAID-O’-MIST, Inc. 
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' The TITAN Snap Action Thermostat amply fulfills jobbers’ 
demands in respect of: 

|. SALABILITY. Sound design, skilful execution, attractive 
appearance. 2. DEPENDABILITY. Leak-proof, trouble- 
proof construction, and virtual freedom from servicing. 3. 
ACCEPTANCE. Approved by the A. G. A. and standard 
equipment on most automatic storage heaters. 4. PROFIT. 
A satisfactory margin multiplied by a pleasing volume. 


Catalog and full information on request. 


The Titan Valve & Manufacturing Company 
Thermostats @ Safety Pilots @ Relief Valves 
3205 Perkins Avenue Cleveland, Ohio 


WATER HEATER 
EGNTRGLS 






































Protection from Back Water 


LOODED sewers cannot back into cellars 
of residential, industrial or other buildings 
The protected by the Kennedy-Pennie Back- 
water and Sewer Gas Valve. These patented 
Kennedy- valves open freely for OUTFLOW, but close 
Pennie tightly against BACKFLOW. Also serve as 
protection against sewer gases and vermin 
Back-water from the sewer. Operate effectively in ver- 
‘ and tical, horizontal or inclined positions, and 
may be installed within the building. THOU- 
Sewer Gas SANDS IN USE. 
Valve Write for full information. 


The Kennedy Valve Mfg. Co., Elmira, N. Y. 


KENNEDY 


VALYES~PIPE FITTINGS~FIRE HYDRANTS 
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filled, and so on. Therefore, particular attention 1s given 
to this form of tank in the following discussion. 

The capacities of cylindrical tanks is a subject covered 
in more or less complete manner in the various tables 
found in handbooks, catalogs and the like but most of 
such tables are only approximate. While the results 
given are quite close enough for most ordinary purposes 
it sometimes is desirable to know with considerable exact- 
ness the capacity of a cylindrical tank. With this in mind 
it has been endeavored to produce herein tables and 
results which are much more close to the actual tank 
contents than ordinarily are obtainable without a great 
deal of calculation. While the plain cylindrical tank 1s 
not so difficult to handle mathematically, the addition of 
bumped heads introduces considerable complexity in cal- 
culating so that the capacities worked out in this article 
for bumped heads may prove to be real time-savers when 
need of exactness is encountered. 


FOUR TYPES OF TANKS 


In the first place there are four separate and distinct 
ways in which heads may be put into cylindrical shells. 
These are illustrated in Fig. 5 where “Style I’ illustrates 
a tank with flat heads, Fig. 6 where “Style II” is a tank 
with bumped heads one being turned in and one turned 
out, Fig. 7 where “Style IIL” is a tank with both bumped 
heads turned out and Fig. 8 where “Style IV” is a tank 
with both bumped heads turned in or with what is com- 
monly termed “dished heads.” 

It is self-evident that, where the diameter of the tanks 
“PD” 1s constant, the tanks shown in “Style I” and “II” 
will have equal capacities while “Style III” will have a 
greater capacity and the tank shown in “Style [V” will 
have a lesser capacity than those shown in “Style I. and 
“IT” provided the length “L” of the shell remains un 
changed. ‘Therefore, any table of capacities for cylin 
drical tanks in order to be at all accurate must allow 
for 

(a) Flat heads 

(bh) Bumped heads 

(c) Dished heads 
and the combination of a bumped and dished head may 
be considered as being the same as a flat head tank owing 
to the additional contents provided by the bumping being 
nullified by the reduction in the contents caused by the 
dishing on the other end of the tank. (See Fig. 9.) 

The formula used here for calculating the volumes con- 

tained in the bumped heads 1s as follows: 
3.14 «& R* &* (9 & h minus R) 
VO equals --——--—-- - ~ —------—--—-- -— -- 
12 

when 

\ equals volume in cu. ft. 

K equals radius of head in ft. 

h equals height of bumping in ft. 
and in ordinary tank construction ““R” is made the same 
as the diameter of the tank or “D.” When R equals D, 
an equiangular and equilateral triangle is formed as 
shown in Fig. 10, the radii “R’ making two sides of 
this triangle and the diameter “D” the third side. [ach 
angle in this triangle must be 60 degrees as the sum 0! 
all the interior angles of any triangle equals 180 degree: 
and each angle—if equal to the others—would consist ol 

1/3 of 180 degrees or 6O degrees 
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TABLE 2 
PERCENTAGE OF WATER IN PNEUMATIC TANK 
7 in: ul Gauge Pp ressure in Tan ke (Ibs. per sq. in.) 
Initial Ait 
Abs. Gage 5 10 1S 20 25 30 35 {0 15 50 DD Ho He i0 7) sO RD a0 95 100 110 120 120 140 150 Te 170 180 190 200 250 
iF i>.. , ...100 100 100 100 100 100 100 1600 100 100 100 100 100 100 100 1600 100 100 100 100 100 100 100 1600 100 100 100 100 100 100 100 
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Lh Sseicoverss DO ae Ue ? 63 67 %7 73 % 77 79 SO Sl 82 S83 84 8S 86 S6 ST SS 89 9O 1 4&1 9° 92 93 93 94 
20 hws . © 20 33 43 §0 §5 60 64 67 69 7} 73 ¢5 77% 78 79 80 81 82 83 84 & S SN 44 © 91 91 9§$2 
25 10 oe 0 17 28 38 45 50 54 58 62 + «65 67 69 T7131 72 74 75 7 77 78 s@ 82 §& \4 =O . ; ¥ xX 8&8 ‘] 
30 15 ; er () 14 2s 33 10 16 50 54 57 60 63 5 67 69 70 iz 74 ‘ ; ‘ j . N x9 
“ "0 f) 13 ” i‘) a5 4 4% 50 > vi ; HI ' ¢ “7 " j } x] % % x4 Nf 
40 th «wwe d £3 oO tI) 0 34 4 { 17 0 6 s 60 ¢ 4 ¢ j ) SO 8] s] 8 
45 ai) 1 % 3 i $0) $4 $ »0 r ‘ } | ; a | | j ~ ; - 
0 4 } ; 1 4 ~ Seb i ; ; ‘7 ) , ‘ hh ~ i 4 ra, 47 S1 
40 ’ i 2] 24 1 ’ $2 ; ; 40 } 5? ‘ ‘ " ) 
60 q5 () 14 AL 29 7 { j 4 i ‘ j 0 l 2 
ho ae eee ; ri l ‘ 24 ] .s i} { ; ' i» } 
7a } 1s ‘ { ; ; | i* ‘ 4 hf 4 
9 Ho ' 12 | ' " { { ‘ ‘ 
x) Ho ' | | ;* 1 7H 
) _ oe ; j j 1 | r ; ‘ ‘6 
0 is 6 ome awe i ! ; i 6 S 66 
5 a ) i i ’ j a | } f 64 
LO” a j j j ] 62 
105 "0 j | i 19 } 80 
110 eee j ; j i4 te :% 59 
115 i i i4 i 
125 See { ' " ; » -¢ 4 
] Deas eeee ‘ i 4 
145 130 Q 4 
bod ae } 4 
165 SS ee ‘ +s 
190 ) SS 1% 4: 
15 Pee , 14 19 
65 250. a} 
lf this triangle is bisected into two equal parts as and since “R” is being made the same as “DD” it can be 
shown, the triangle is cut into two equal right angle said that h —— 0.154 of the tank diametet 
triangles, and the height of the bump then may be found For example what is the height ot the bump on a 48 
by the formula, h equals R minus (cosine of 30 degrees in. dia. tank ot sanssilend construction : 
< R). Now the cosine of 30 degrees is 0.866 so that 8 in. equals 4 ft. 
the tormula may be reduced to 4 it. K 0.134 equals 0.956 ft 
h equals R minus 0.866 R which 1s the height “h” for a 4 ft. Om. dia. tank 
or Knowing that “h” is 0.134 of the tank diameter and 
2 ‘* 9 ‘ : , . 
h equals 0.134 R that “R” equals the tank diameter it 1s possible as soon 




















Look for the 


Made for Long Rugged Service 
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The Ideal Wrench 


Made exclusively by ARMSTRONG BROS. 
truly ideal for all around uses. Jaws have 
two biting surfaces. Straight for pipe, “V” 
for fitting, valves, and narrow or irregular sur- 
faces—takes a 2-point hold on any surface. 
Extended radius (rocker shape) of jaws take 
up all chain slack. Jaws are drop-forged from 
special steel, are hardened, tempered.and 
tested for wearing qualities. All parts 
are replaceable. 


Chains 
Proof 
Tested 
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Boiler Tube Cleaners, Flue Brushes, Wire Heater 
Brushes, Handy Cleaner Brushes, Fire Brooms, 
Track Brooms. 








Chains replaceable instantly 
with link for screwing flanges 


Tempered Steel H rite for f ireular and 
The Worcester line is complete ,) Pipe Tool Catalog P-35 
Ca “ lr. ly ¢ l« sor | mpor . oe 
ttalog gladly sent upon reque: —— ARMSTRONG BROS. TOOL co. 


WORCESTER BRUSH and SCRAPER CO. 
10 AUSTIN STREET WORCESTER. MASS. 
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23%. Sueetene Sem. CHICAGO 
Lod Verk San Francisco Lendon 
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tank diameter is known to substitute numerical 
values for all the symbols in the formula outside of “V" 
and then to calculate the value of \V. For example, 
what are the cubic contents of a bumped head for a 48 in. 


tank - 


as the 


dia 
lormula 
3.14 RR? x (9 h minus R) 
\ equals 
12 
Substituting 
3.14« 4x 4x (9 0.134 R minus R ) 
\ equals — 
12 
QT 
3.14» 4 & (1.206 R minus R) 


\ equals 


3 
(oT 
\ equals 4,19 (1.200 tf minus 4) 
(oT 
Y » — 


\ equals 4.1] 
\ equals 3.45 cu. 
To reduce this to aon it only is necessary to multi 
ply by 7 AS (the 
to double this tor 
3.45 


which cher ks wath thr 


number of gallons ina cu. ft.) and then 
two heads: thus, 
/.48 2 equals 51.6 gal. 


amount m the second column tor 


48 in. tanks in Table 3. In kig. 11 however, it will be 
seen that there is a distance of about 1 in. which 1s 
required for a radius in bending the plate of the head up 


to form a rim for rnveting to the shell and this 1 in. ot 


length has not been considered in making the calculations 











SMOOTH-ON 


r SMOOTH-ON 























STRIPPED THREADS: Hard 
to avoid but easy to remedy 


EGARDLESsSs of whether the stripping is caused by 


poor threads, wear or corrosion, application § of 
Smooth-On No. | as shown will make a solid joint be- 
cause the Smooth-On hardens into metallic iron and ex- 


pands in doing so. 


Making such a joint with Smooth-On No. 1 is quicker, 


easier and much less expensive than reboring, retapping 
on 


Equally effective machine 


and wood screws. 


SMOOTH-ON 


and using larger threads. 
studs, bolts, nuts 

Try this simple repair and you will 
be agreeably surprised at the results. 


se(rTrews, 





Lse Smooth-On No. | also for stop- 
ping leaks at joints, cracks and HANDBOOK 
seams. Full instructions in the 






Smooth-On Handbook. Same ie 
srOPS (hams 
H rite for free booklet and get osty 
Smooth-On No. 1 in 1 or 5-lb. can or a Pa 
2o-lb. keg from your supply house. Vase 


SMOOTH-ON Mec. Co., Derr. 12 
570 Comments ‘-e HELPFUL IDEAS 
Jersey City, for ENGINEERS 


Do it wit SMOOTH-ON 
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TABLE 3 








CAPACITIES OF CYLINDRICAL TANKS 
Tank 
Diam. Two Bumped Heads 2 in. of Length 1 Foot of Length 

In. Gal. Gal. Gal. 
12 0.80 0.81 4.9 
14 1.20 1.10 6.6 
16 2.02 1.50 9.0 
18 2.65 1.83 11.0 
20) 3.17 2.29 13.5 
22 4.96 2.43 16.4 
24 6.7 5. 2a 19.5 
iD 18.18 ».08 30.5 
ar 23.26 7.28 43.7 
1° 24.00 10.00 60.0 
1% 51.61 13.00 78.0 
a4 44.50 16.16 7.0 
“oa 105.060 O50 123.0 
Hf roo.o0 24.35 148.0 
| eT ’ 176.0 

7% 224.0 1.1 200.0 
X4 eR 10.00 240.0 
a6 415.0 SOLS 305.0 
18 §00.0 65.67 394.0 
AL R150 $1.67 490.0 
1o2 LOTS .0 98.33 590.0 
144 1400.0 100.00 700.0 


lor the contents of the head. If this 1 in. exists on both 
ends, the total will be 2 in. additional length over and 
above that included in the length of shell or “L.” As 
2 in. is 1/6 of a foot it 1s easy to see that the cubic con 
shell would have to have an addi 
6 of a lineal foot to cover the 


tents contained in the 


tional allowance made of 1 











NYE SOLID 
MALLEABLE STOCK 
With Adjustable Guide 





1” Pipe 


Capacity 4%” to 


This stock regularly furnished with Nye No. |! 
Solid Skip Tooth Threaded Throat Dies. Will take 
solid 244x244 Square Dies of any make. 


The die fits snugly and is held securely to the stock 
by two screws, assuring perfect alignment with the 
pipe. Die may be removed by partially loosening 
the screws and sliding it out sideways. 


In addition to pipe %& to 1”, the compact adjust- 
able guide will accommodate a 1” coupling when the 
operator finds it necessary to thread short nipples. 
Will also handle bolts from \% to 1”. 


ASK YOUR JOBBER 


The NYE Tool & Machine Works 
4120-30 Fullerton Avenue, Chicago, IIl., U. S. A. 
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2 in. of length which ts not ieluded in the shell length 
or in the contents of the head. 

In Table 3 the contents of the two bumped heads, the 
contents of the 2 in. of length and the contents for 1 ft. 
of length are given, all being in gallons. To apply these 
to a cylindrical tank with flat end (Style 1) or to a cylin- 
drical tank with one bumped and one dished head (Style 
11) all that 1s necessary is to multiply the length of the 
tank in feet (and decimals of a toot if it is an odd di- 
mentioned tank) by the number of gallons given per 
lineal foot in Table 3 for that particular diameter of tank. 
lor example, what is the number of gallons contained in 
a tank with flat ends (or one end dished and one end 
bumped) if the tank is 48 in. dia. by 6 ft. 3 in. length 
of shell ¢ 

6 tt. 3 in. equals 6.25 ft. 
and referring to Table 3 the number of gallons per lineal 
foot is found to be 78. Then 
78 gal. & 6.25 equals 487.5 gal. 

If the same tank had been built with both heads 
bumped as per “Style III” the capacity would have been 

78 gal. & 6.25 equals 487.5 gal. in shell 

487.5 gal. plus 51.6 gal. for heads equals 539.1 

539.1 gal. plus 13.0 gal. for 2 in. extra length equals 


55?.1 val 
._ * os » . 
{ DIFFERENT CAPACITY 


Had the tank been built with the same length “LL” (6 
ft. 3in.) and with dished heads on both ends, as shown 
in “Style IV,” the capacity would have been considerably 
less. In this case, as shown in Fig. 11 it would he 
necessary to consider how far into the shell the heads 
are set. If the distance from the end of the shell to the 
center line of the rivets, “.\" in Fig. 11 is 1% in., and the 
distance from the center line of the rivets to the beginning 
of the radius, “B” in Fig. 11, is 2 in., then 1% in. plus 
2 in., plus I in., or a total of 4'4 in., is lost on each 
end of the tank beyond the cubic contents displaced 
turning inward the bulge in the head. 

Therefore, the length “LL” in Fig. 11 should be re 
duced to an effective length of 

I, minus (4'4 in. & 2) 
so that, if the actual length of the tank 1s made 6 ft. 3 
in., the same as before, the effective length when the 
heads are turned in will be 
6 ft. in. minus (4'% in. ®& 2) 
or 
6 tt. din. minus 9 in. equals 5 ft. 6 in 

Taking this effective length and referring back to Table 
lit will be found that a 48 in. diameter tank contains 
/S gal. per foot of length so that the effective length of 
the shell will contain 

78 yal. & 5.50 equals 429 gal. 
but from this must be deducted the volume displaced by 
the spherical portion of the heads projecting into the 
effective length of the tank which——-again referring to 
lable 1—is found to be 51.6 gal. for the two heads or 
129 gal. minus 51.6 gal. equals 377.4 gal. 


| 
t} 


e capacity of the tank when built in this manner. 

When cylindrical tanks are installed in a vertical pOst- 
tion the bottom may be flat or it may be dished. Tanks 
so installed usually do not have the entire capacity filled 
with water owing to an overflow pipe customarily being 


used thus lowering the water line lhe exact Capacity 
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“pATRO|” 

JATRO] Patrol Type DTP" 
Temperature and 
Pressure Relief 
Valve. Listed by 
Underwriters an 
For relief valves of proved per- American Gas As- 
' - a ; sociation Labora- 

formance specify “Patrols.” They've tories. 


been operating satisfactorily on 








more than a half million water 

heaters during the past ten years. Use them for 
protecting against excessive temperatures and pres- 
sures within domestic hot water supply storage tanks. 


All Patrol Temperature and Pressure Relief Valves 
are Listed by the American Gas Association Testing 
Laboratory as meeting the new requirements of the 
A.G.A. and the American Standards Association. 


Write today for complete technical data and catalog 
information on the six types of ‘“Patrols’"—Form 536. 
Sold through Leading Plumbing Supply Jobbers. 


THE PATROL VALVE CQO. 
11268 Locust Ave. Cleveland, Ohio 





AG 


Lox 


Good news...this solder wipes smoothly 


Wii isteltimeleleliileli mela icicle mela ilar 


EAGLE Sotsce 
solder 
PICHER LEAD COMPANY 
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°° CINCINNATI 
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MAKE PLANS 


to attend 


the 
o4th Annual 
Exposition and Convention 


of the 





National Association 
of 
Master Plumbers 


in 


BUFFALO 


June 22-26, 1936 
= 
Headquarters 


Hotel Statler 


FACTS ABOUT CL TORCHES 


No. ] 

















Qur mechanics-grade torches have 
a replaceable cleaning pin and a jet 
block which can be renewed after long 
use, 

Cheap torch 
block cast integral. 
ifice becomes oversize, 


useless. 


burners have the jet 
When the jet or- 
the burner is 





Write for descriptive folder to 


CLAYTON & LAMBERT MFG. CO. 320: 


MICHIGAN 
Makers of world’s largest selling firepots 





eee es 






BOILER WATER FEEDERS 


Low Water Cut-Offs 


Combined Feeder and 
Cut-offs 
For every type and size of hand fired 
or automatically fired steam boiler 


Proved dependable by more than 
50,000 installatians. 


WRITE for complete details 





1306 Wrigley Bidg., Chicago 


MS Donnell & Miller 
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of cylindrical tanks when so placed is not the length of 

the shell but, instead, is the height of the water line. 

With a flat bottom tank the contents in gallons will be 
Gallons per Lineal Foot Kk WL 

which for a 48 in. dia. tank where L equals 6 ft. 3 in. and 

the water line is 12 in. below the top the contents in 


gallons figures 


(6.25 minus 1.00) 
or 


9.25 equals 409% gal. 


78 gal. 


78 val. 


_,* 





Remodeling Pays— 


(Continued from Page 78) 


mands of a new generation,” said Mr. Thumm in sum- 
ming up, “the changes time makes in our 
requirements were most apparent. The old must con- 
form to the new or go down, and in this sense, there 
was a real romance in restoring that sixty-three year old 


basic 


building to a new period of usefulness.” 

According to Milton S. Carstens, architect the 
job, the total cost of the remodeling work was approxi- 
mately $11,000. This covered plumbing, heating, paint 
ing’, carpentry, masonry, plastering, glazing, weather 
stripping, roofing, electrical work and a fire escape. 

The owner of the building has rented the entire sec 
ond and third floors to one tenant for approximatel\ 
$300.00 a month, or $3.600 per year, and this tenant 
in turn sublets the units for light housekeeping pur- 
poses. The 8 single units, renting for $2.50 a week, 
bring a total annual income of $1,040, while the 1° 
two-room units, renting for $6.00 a week, bring in a 
revenue of $5,928 per year, or a total income of $6,908 
per year for these two floors. 

In other words, the owner of the building receives 
$3,000 per year from the two floors that were pre 
viously vacant, plus the rentals on the ground floor, to 
pay-off the remodeling debt of about $11,000. The tact 
that the upper floors are now improved and fully occu 
pied tends to make the stores more desirable from the 


On 


viewpoint of the lessees. 





Air Conditioning— 


(Continued from Page 72) 


way. As this is a mansion where much entertaining 
is done, we were afraid an ordinary pipe rail would not 
he enough protection for the pump from careless drivers. 
We used railroad rails and got an expert painter to 
shade them, the pump, the pipes and switchboard the 
same color as the house, a Mediterranean blended rose 
and grey stucco. In working on beautiful homes it 1s 
just such little things as this, painting the pump the 
exact shade, that is the difference between a satisfied 
customer and a disgruntled one. 

Naturally, stressing engineering as we do, we go to 
extra trouble to make the installations as compact and 
good-looking as possible. We constantly have prospects 
say when looking at one of our jobs, “This looks like 


My brother had another firm install his 


something ! 
equipment—why it’s strung all over the basement 
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With a public educated to streamlining, neat appearing 
installations are becoming more important. 

Important to inspiring confidence in our knowledge 
and ability is our proposal. We avoid lengthy specifica- 
tions that take pages to say nothing, but we do go to 
the trouble to state clearly just what we are offering. 
If the job is promising enough, we also draw up blue- 





3 Dy Decks bee 


This photograph illustrates the type of architecture and building 
construction encountered in this company’s air conditioning work 


prints of our proposed changes and additions. A blue- 
print shows that we have taken the trouble to really 
study our prospect’s needs and this enables us to make 
a forceful presentation. 


Wires— 


(Continued from Page 73) 
larmer 1s a logical prospect for mechanically retrigerated 
milk cooling equipment. Here is a growing market. 
Properly cooled milk retards bacteria growth and com- 
mands a premium price at the receiving station. Here 1s 
the basic reason for this equipment. Bacteria increase 
rapidly at temperatures over 50 deg. Fahr. Under ideal 


conditions (body heat) 1 bacterium per cubic centimeter 


will multiply in 24 hours to 16,777,216. A good premium 
is paid for milk of low bacterial count. It is important 
to cool milk as soon as it comes from the cow, at about 
93 deg. Fahr., to as low as 40 deg. Fahr. if the milk is 
24 hours away from the station. In the case of the dairy 
farm illustrated in this article, cold water from a deep 
well 1s obtained by an electric pumping unit. This is 
ted to a cooling pool in which the cans are placed. The 
well is 80 ft. deep. The farmer here milks 35 cows. 
Because he is close to a station, he is able keep his 
bacterial count down to premium requirements with well 
water cooling alone. This same farmer operates four 
shallow well pumps and two deep well pumps over his 
£50 acre farm. Also, he runs a line to his chicken house 
irom one of the shallow well pumps because chickens 
iced plenty of water to make good producers. 

\dditional sales arguments for electric water systems 
are found in the convenience and pride of ownership 
angles 

lt is difficult to realize that rural dwellers in great 
numbers are getting along with things their grandfathers 
were accustomed to. The rural dweller is learning about 


city and town cofiveniences and right now he is more 
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‘DESIGNED FOR THE TIMES 


Your customers are constantly de- 
manding the ultimate in equipment 
for home comfort. 

Dailaire systems of heating. cooling 
and air conditioning are designed to 
do a job in keeping with the times. 
It has eye appeal, is smart and at- 
tractive with many unique exclusive 
Dailaire advantages. Such as over- 
head blowers, which deliver 23% 
more air and require no additional 
floor space. and Dailaire’s new pre- 
heating counter flow principle. which 
has increased Dailaire’s already su- 
perior efficiency. 

Dailaire systems are made from 
Armco selected steels. 


DAIL STEEL PRODUCTS CO 
ch 


1350 Main St., Lansing, Mi 
be available in your district— 


Qutla Ws 
Write today and learn about 


this money making proposition. raring AND AIR CONDITIONING 


TWO WAYS TO PROFIT 


from 


CALCINITE 





The Dailaire agency may still 
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| USE THE COUPON | 
| on PAGE 42 | 
to obtain your copy of 
MODERN 
HEATING 
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ACME 


I Hes plumbing business in your 
locality belongs to but one man 
and that man is YOU. Of the many 
ways to prevent this business from 
finding its way into outside, irregu- 
lar channels, ACME Washers offer | 
you one important means. Display 
this attractive container promi- | 
nently as your first step in educat- 
ing your customers to the folly of | 
buying elsewhere. 


BEVELED FAUCET WASHERS 


BONALITE 


One-Piece Seats | 
Finished in | 


SEAMLESS 
MACOID 


No butt joints. No 
lapped seams. Moist- 
ure, acid and germ | 
proof. One-piece con- 
struction absolutely 
prevents warping. 
cracking. elongatin | 
and splitting. High 









4 aver’ 
. —E RU 
" Cwicaco uv & * 


LAVELLE 
RUBBER CO. 


320 W. illinois St., Chicage 











luster. In white and 

colors. The greatest 
value in popular priced 
seats. 


Write today for literature. 


SWEDISH CRUCIBLE STEELCO. 


8561 Butler Ave. Bonalite Division Detroit. Mich. | 


O-SOL 


Quality Merchandise 
DOES MOST TO STIMULATE 


Consumer 
Confidence 











COPPER: 
FLOATS 








46'S’ Oval Float | 





Incorporated 1907 


5’ Round Fieat 


THE AYLING & REICHERT CO. 


TOLEDO, OHIO 





3047 N. ERIE ST. 
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No plumber's kit is 
quite complete with- 
out HINDLEY'’S spe- 
cialties. They save 
your time - con- 
serve your energy 
and please your cus- 
tomers. 
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HINDLEY MFG. CO. 
VALLEY FALLS 
RHODE ISLAND 
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receptive than in any year since 1929. He is buying 
automobiles in astonishing numbers, registration figures 
tell He is getting into town more often and he is 
eying every modern convenience that the rest of us have 
learned to take for granted. 

The rural dweller is human and cannot help but take 
great pride in a convenience that offers as much as an 
electric water system. Imagine yourself without the 
convenience of running water at the turn of a faucet. 
Imagine the convenience you would get out of an auto 
matic water supply at the turn of a faucet. Get his view- 
point and you can very naturally be enthusiastic about 
your subject. One of the first things you can do for him 
is to provide a sanitary waste disposal system. Bring 
his toilet into the house. Show him how much easier 
and better a pump will do the work that he and his 
wife and kids have all kinds of weather, just 
because their grandfathers did it. Think of the labor 
saving—think of the good that plenty of water 
accomplish in health and sanitation. Show him how a 
shower unit can be installed to refresh him when he 
comes in tired and sweaty from a day in the fields. Give 
him hot water at the tap. If the water is hard, 
him the advantage of a water softener. The rural dweller 
can really enjoy life with a plentiful supply of water 
and plumbing contractor-dealers are the men to sell him 
this better life because it 1s all tied to a water system. 


done 


Call 


show 


FHA Continued— 


(Continued from Page 61) 


may incur for insurance under Title | 
$200,000,000 to $100,000,000. (During the twenty 
months that Title I has been in operation, the Adminis 
trator has insured approximately $325,000,000 in loans, 
which means that he has incurred a total liability of ap 
proximately $65,000,000. Under the new $100,000,000 
limit he may therefore incur an additional liability of 
$35,000,00, which on a 10 per cent basis means that he 
350,000,000 between now and 





is reduced from 


can insure an additional $ 
April 1, 1937.) 

‘In order to prevent delay in starting operations under 
Title I as extended, the Administrator of the Federal 
Housing Administration has reenacted the regulations 
which were in effect up to April 1. 1936, with only such 
amendments as are required by the changes listed above. 

The total volume of business transacted by the 63 in 
suring offices of the Federal Housing Administration 
for the week ending April 11 broke all previous records 
with a total modernization notes insured and mort 
gages selected for appraisal amounting to $18,139,970, 
Stewart McDonald, Federal Housing Administrator, an 
nounced just recently. 

The figures: 19,435 
totaling $9,100,251; mortgages 
(2,302 cases), totaling $9,039,719. 

“This is the largest weekly volume recorded since the 
inception of the Federal Housing Administration's pre 
gram,” Mr. McDonald said. It shows an increase «©! 
7'4 per cent, or $1,244,197, over the previous high week, 
which was the week ending March 28, when the total was 
$16,895 773. 


modernization notes insured, 


selected for appraisal 
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Creviston— 


(Continued from Page 65) 


it be used also on letterheads of all participating com- 
pamies and individuals. 
Members of the executive committee of the council are 


Ernest T. Trigg, National Vaint, Varnish and Lacquer 


Association; Frank Carnahan, National Retail Lumber 
Dealers Association; V. G. Iden, American Institute of 
Steel Construction ; Dr. Wilson Compton, National Lum 
ber Manutacturers Association; -larry .\. Tuke, Con- 
crete Reinforcing Steel Institute; \W. J. Donald, Na 
tional [lectrical Manufacturers Association; M. J. Me 
Millan, Portland Cement Association; Waverly W. Tay 
lor, National Association of Real [state Boards; Tl. J. 
layne, Associated Business Papers, Inc.; and the writer, 
representing the Plumbing and = tleating Industries 
Dureau. 


PURPOSE OF COUNCIL 


The council was formed only for the purpose of im 
formal discussion leading to recommendations. lor this 
reason there are no expenses connected with its opera 
tion and, therefore, no dues. 

The extension of Title | to April 1, 1937, is assurance 
that there will be no lag in activities for the promotion of 
modernization, 

Modernization will continue to be a very sizable part 
of our market in 1936 and 1937. We do not look for a 
tapering off of modernization. ©n the contrary, we be 
heve the volume of modernization work will increase 
as the cumulative effect of the promotional work is felt. 

There is a rising tide of interest among property own 
ers in the rehabilitation of property. The importance of 
Ke eping Up property has once and tor all been established. 
Separate groups in the building industry have tried tor 
vears to demonstrate this tact. They could not make a 
cacnt on the modernization market. The government did 

hat industry could not. 


Modernization stiffens property values When old 


Houses Are kept up WH) «lt newhborhood, there Is hore Wi 
centive to build new houses there. ‘Theretore. the mod 
crnization work which has been done and will be done 


will have a stimulating effect on new construction, 
ONE EFFECT OF FHA 


(One of the lasting effects of the FILA will be the fact 
that it has convinced bankers of the soundness of char 
acter loans. More than 7,000 banks representing &)5 per 
cent of the banking resources of the country are making 
loans for property modernization 

\s tor the participation of our industries in the 1936 
3/ modernization program, we feel that we have just got 
7 rood Start. But it isa Food start, as indicated in the 
second annual report of the FILA showing that more 
than 30 cents out of every modernization dollar is spent 
tor goods and services provided by the plumbing and 
heating industries 

1 the application ol thi CAPCTICHce which all of ws 
have gained in the last two vears, it should be possible 
lor our industry to capture as great or an even greate 


percentage of the modernization dollar in the tuture 
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Steam L0ss2s 
DOWYL 


i Weret-bianael- mc asto) lm ae) ate 

iS Waging war On waste. 2) 

Losses caused by leaky 

pipe thread and gasket joints mount in 
cost each day that they are neglected 
Keep these losses down ... Use Key 


Graphite Paste. It is the perfect sealer 
for screw thread and gasket connections 
where lines are carrying steam, gasoline, 
a=) 40-13 61 -nA- | 010) Gob d-10)-10) (=a e- 1 Oa ole) ae) ta aT) 
vaseline, air or acid. Expands under heat 

assuring a perfect hoadi-onoes 

seal. Get it from your jobber, 


[rae ———- or write for sample 


(>(ba 


earners 




















“homey” friendly atmosphere — natural, 

cheerful attention to those many little 
details that make for comfort—every facility 
for your convenience. 


Your car is taken at the door by an expert 
garage attendant. Yours is one of 700 com 
fortable rooms—each with bath or shower. 
running ice water. full length mirror and bed 
head reading lamp. You're at the center of 
Baltimore's business and social activities. You 
enjoy characteristic Maryland cuisine in any 
of three distinct restaurants—And the rate 
from $3.00 single. 


Baltimore at Hanover Street—Baltimore 
Maryland 


LORD BALTIMORE 


HOTEL 
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SHOWER STALLS 


for New or Remodeling Jobs 


Here's your Opportunity to make an EXTRA 
PROFIT from the sale and installation of 
ELKAY “Sturdibilt’” Shower Stalls. As a 
Leader we recommend:— 


The New, Improved 


JUNIOR STALL 


complete with Chromium plated brass two valve 
shower with self-cleaning shower head. waste 
strainer, soap dish and white duck curtain. 
ELKAY ‘‘Sturdibilt‘’’ Shower Stalls are made in 
both “Unit’’ and ‘‘Knocked-down" models for 
both new or remodeling jobs. Easily and quickly 
installed. 
Write today for Catalog 


ELKAY MANUFACTURING CO. 


4702 Arthington St. Chicago 





















oS ee maa EN: 
F - RADIATOR ] 
HANGERS 


Made to Fit All Sizes 
of Radiators e e e 


The choice of many leading architects, 
contractors and the U. S. Government. 
Three styles meet all requirements. 
Adjustable vertically and horizontally. 
For quick installation of wall-hung 
radiators. 
HEALY RUFF COMPANY 
770 Hampden Ave. St. Paul, Minn. 
Alxo Manufacturers of | 

















Ik-Z% Concrete Inserts and Write for 
Kk-Z% Lavatory Hangers Details 


























“WARNOCK. 
Triple Wear Wrenches 


The Warnock wrench is easy to adjust. The strap is arranged in such a 
way that it can be drawn absolutely tight in one movement. Notice, 
too, that this strap is triple folded at the point of greatest strain. 


For chrome, brase and nickel plated pipe 


WARNOCK MFG. CO., Worcester, Mass. 
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Plumbing and Heating 


Tables ie 
(Second, Revised Edition) 


Completely revised and enlarged. Contains as 
complete a set of working tables as has ever 
been published. Answers quickly and accurately, 
practically every kind of plumbing and heating 
question which could p ly be answered by a 1 








table. rule or chart. Well indexed. Has 68 : 
ges. Size 8xll, beautifully bound in cloth. 
rice $400 

jj dtcshepsbeoncgacaakesaseues 

eee meme Send Coupon for Your Copy sa samen 
DOMESTIC ENGINEERING CO. (BOOK DEPT.) 

1900 PRAIRIE AVE... CHICAGO 

Please send me my copy of 101 Plumbing and Heating Tables for which 
4 a $1.00. 








ADDRESS 
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To the contractor who is ambitious to increase his 
modernization sales in 1936-37, our advice is: cooperate 
with your local FHA office ; participate in local FHA ac- 
tivities ; use the promotional material provided, particu- 
larly that which has a direct application to modernization 
work; advertise; take “before and after” pictures of 
your jobs; go through prospect lists and dig up names of 
people who years ago said, “we can't afford it” and 
show them that now they cannot afford not to modern- 
ize; always talk prices in terms of so much a day, so 
much a week or so much a month; urge your employes 
to turn little repair jobs into sizable modernization jobs ; 
offer prizes to spur employes to greater sales effort; see 
tu it that your local newspapers pubish the articles by 
the Plumbing and Heating Industries Bureau pointing 
out the advantages of plumbing and heating moderniza- 
tion, above all, remember that 1936 will reward those 
who use progressive methods to develop modernization 
sales. 





Radiator Heat— 


(Continued from Page 55) 


ent, the occupant will not be comfortable. On the other 
hand, if the walls and floor are warmed, the temperature 
of the air can be lowered substantially without affecting 
the comfort of those in the room. Radiant heat has that 
quality which enables it to warm distant objects without 
raising the temperature of intervening air. Thus, if con- 
vection heat is employed to warm the air and radiant 
heat is employed to warm the wall and floors, the com 
fort conditions of a room can be maintained perfectly. 
Also, excessively high temperatures can be avoided and 
“cold 70” can be eliminated. 


14. There are on the market today a number of air 
conditioning units suitable for use with radiator heating 
systems. They supply all the additional requirements of 
air conditioning—cleaning, humidifying and circulating 
the air, with cooling and de-humidifying apparatus also 
These auxiliary air conditioning units are de- 
Some can be installed 


available. 
signed so as to be easily installed. 
on the ceiling of the basement and require a minimum of 
duct work. Others are installed on the basement floor 
Still others can be located in closets and some types are 
installed in attics. 
conditioning is desired only on the lower floor, they can 


Qn existing heating systems, where 


be installed with a very small amount of remodeling. It 
may be argued that as a matter of fact, winter air condi 
tioning has not much significance in rooms other than 
those on the lower floor. The bedrooms are not used 


during the day and at night are open to the outside air. 


15. When air conditioning units are used in con 
junction with radiator heating systems, the unit is not 
dependent upon the heating plant and functions whether 
or not heat 1s being supplied. This is a feature exclusiv: 
to the radiator heating system and its advantages are 
In mild weather, when heat is’ pai 


clearly apparent. 
tially or completely shut off, you can continue to enjo) 
Conversely, the conditioning 


cleansed, refreshing air. 
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process can be shut off at any time without affecting the 
heating. 


16. Another advantage of the auxiliary air condi- 
tioning unit is that it is not necessary to induce a swiftly 
moving air flow in order to obtain its benefits. Hence, 
drafts are eliminated. 


17. Since heat is supplied by radiators, the kitchen 
and bathrooms need not be included in the air condition- 
ing plans, thus avoiding recirculating odors. 


18. Air heated with a radiator heating system does 
not come in contact with high temperature heating sur- 
faces with a resultant burning or scorching of the air. 


IT PROVIDES EVEN TEMPERATURE 


19, Inasmuch as radiator heating systems, especially 
of the automatically fired and controlled type, provide an 
even temperature, there are not periods overheating 
or underheating in the home. The significance of this is 
that humidification required in the home is dependent 
upon the air temperature. When the temperature of the 
air is increased without a corresponding introduction of 
additional moisture, the relative humidity of the air ts 
decreased. Therefore, if a uniform temperature is main- 
tained the amount of artificial humidification necessary 
to maintain an effective humidity is correspondingly 
small. 


The advantages of radiator heat listed in the forego- 
ing have been contributed by manufacturers, heating 


contractors and general building contractors. ‘They em- 
phasize the fact that the industry as a whole is turning 
its thoughts towards a clearer realization and presenta- 
tion of the advantages of, radiator heat. 

It is interesting, in this connection, to have the com- 
ments of heating contractors who are out in the field 
Here, for example, is what 
who has been re- 


actually selling installations. 
a typical Chicago heating contractor, 
markably successful in his sales of radiator heating, has 
tl say on this subject. 

“In my opinion, in this territory at least, the trend 
today is strongly toward radiator heat,” he states. The 
proportion of radiator installations seems to be on the 
increase. 


DEMAND FOR AIR CONDITIONING 


“An important factor which must be taken into con- 
sideration today is the growing demand on the part of 
the public for air conditioning, which the contractor must 
satisfy. Unfortunately, a large proportion of the public 
Is misinformed as to the real meaning and functions of air 
conditioning. Air conditioning, in their minds, is asso- 
ciated with the type of installations found in stores and 
theaters. lor this reason it is most important that con- 
tractors have a to tell as to 
what air conditioning is. 

“With regard to the upward trend of radiator heating 
installations in this territory, | might mention that there 
are two factors which have been of unusual importance 
in promoting this increase. One of these is the cold 
winter through which we have just passed. Architects 
and contractors have discovered that radiator heating 
systems have functioned efficiently and satisfactorily 


clear, unified sales story 
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NEW LOW PRICES! 


Circulating Pumps 

Flow Valves 

Cellar Drain Pumps 

Air Conditioning Fans and 
Blowers 


SEND TO- 
DAY for 
N E W 
LITERA- 
TURE and 
PRICES. 
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FISCHER ENGINEERING & EQUIPMENT CO. 
Philadelphia, Pa. 

















Install Taco Water Heat- 
ers with every heating 
boiler. (,ive your cus. 
tomers the fatisfaction of 
| enjoying a dependable, 


| all-the-year-round supply 
of ever-hot domestic hot 
water. Taco Heaters and 
| TACO HEATERS, Ine. the Taco-Abbott) System 


of Water Heating are en- 


| 342 MADISON AVENUE . 
NEW YORK CITY dorsed by leading engi- 
mC , H ' neers and heating con- 
n anada wo eaters of wnacda . 
Ladd 24 Adelaide Street West tractors, W rite for de- 


Toronto, Canada seriptive literature. 














Unusually large basket - Convenient handle 
enables housewife to remove and replace 
without touching waste matter - By a flip 
of handle, basket acts as either stopper or 
drain « Fits sinks having 2” to 2°” drill 
ings - Quickly installed - Chrome plated - 
BRIDGEPORT BRASS CO., Bridgeport, Conn. 


Write for complete catalog of 
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« Have you asked your jobber to show 
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Reg. Trade Mark 


a new copper alloy, corrosion resisting 


American Radiator introduces Arcoloy, a new metal 
which can be welded, which combines corrosion and 
acid resisting qualities with the tensile strength of car- 
bon steel,and is easy to fabricate. It comes intubes, sheets, 
Or ingots. Fits requirements of many commercial and 
industrial uses. For details write Non-Ferrous Dept., 
American Radiator Co., 40 W. 40th St., NewYork, N.Y. 


ARCOLOY 














Avoid Float Treubles | 


Built to stand abuse, Reich 
ert Solderless Heavy Gauge 
Sheet Copper Floats assure 
longer, dependable service and 
profit. The patented 
seam and spud construction 
makes them the strongest on 
the market. Thoroughly in 
spected and tested and guar 
anteed leak-proof. Write for 
free folder on the entire line 
of floats and rubber tank 
balls, 


THE REICHERT FLOAT & MFG. CO. 
2238 Smead Ave. Toledo, ome J, 


more 


























HOTEL LENOX 


MODERATE RATES 
Single $1.50 to $3.00 . Double $2.50 to $5.00 
Suites $5.00 and up 
CONVENIENT LOCATION 
Only 5 minutes from the business and theater district yet re- 
moved from downtown din. 3 minutes from Peace Bridge to 
Canada. 20 miles from Niagara Falls. 


GOOD FOOD 


The finest in town at reasonable prices. 


ILLUSTRATED BOOKLET 


Containing map of downtown Buffalo mailed upon request. 


BUFFALO, N. Y. 


140 NORTH ST. NEAR DELAWARE 
CLARENCE A. MINER, President 




















BELLEVUE STRATFORD 


One of the few famous hotels 
in America—One of the great 
Hotels of the World—offering 
a traditional hospitality — a 


:.guished cuisine—and 


every modern comfort for 
travelers. 
Rates begin at $3.50 
CLAUDE H. BENNETT, Gen. Mgr 
Booking Offices in 


New York, 11 W. 42nd St., Longacre 5.4500 
Pitteburgh, Standard Life Bidg., (Court 1488 


In PHILADELPHIA 
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even under these severe conditions and owners and pur- 
chasers of radiator heated houses seldom have complaints 
to offer. The second factor in this matter of air condi 
tioning. When air conditioning is demanded by the 
home owner, the architect and the contractor know they 
are safe when they specify air conditioning with radia 
tor heat.” 

When asked as to which advantages are the most influ- 
ential in selling prospective buyers on the installation of 
radiator heat, this contractor replied: “The home owner 
I; most interested in the comfort, economy and freedom 
trom trouble which the system will provide. Here in 
(Chicago we stress the fact that with radiator heating the 
heat is delivered directly into the room and the heating 
medium is placed to meet the cold where the cold enters. 
Thus it blankets the cold walls. This is especially im- 
portant in Chicago, which is known as a windy city, 
where the heating of rooms on the windward side of the 
house during the cold weather often presents a heating 
problem. 

“We also stress the point that with radiator heating 
none of the air from the bathrooms and the kitchen is 
recirculated into other portions of the house. Also, noise 
is not conducted by the system from one portion of the 
house to the other and neither combustion nor fueling 
noises are transmitted by the system to the upper rooms. 
Radiator heat is quiet heat. 


RADIATOR HEAT OFFERS PERMANENCE 


“In stressing the economy of radiator heat we point 
out that electrical costs tor motor operation are very low 
lor radiator systems. Also, with the particular system 
we are selling, we offer a 10 to 20 per cent saving in 
fuel costs. 

“Home owners almost always are influenced by the 
permanence which radiator heating offers. They know 
either from experience or from reputation that radiator 
heating will withstand the test of time.” 

Now let’s look at the views of a general building con 
“T like radiator heating because of its depend 
“There seldom are kick 


tractor. 
ability, stated one contractor. 
backs or complaints when radiator heating is installed. 

There is a very real demand today for air condition: 
ing, he continued, “and it is necessary in most cases to 
clarify the mind of the prospective buyer or builder as to 
what air conditioning really is. I find a growing tend 
ency toward the use of air conditioning units in connec- 
tion with radiator heat.”’ 

It should be noted in connection with th’s last state 
ment that this particular operator is one cf the most 
active in his territory at the present time. Many of the 
homes which he is erecting are not built under contract, 
but are erected for sale. In those homes built for sal 
costing $15,000 or over he generally includes an air con 
ditioning unit in conjunction with radiator heat, in as 
much as he feels that this provides a very strong selling 
point. 

“Another reason I like radiator heat,’ said this con 
tractor, “is that all guess-work in the installation of it 
has been eliminated. Dependable, responsible contractors 
can always be obtained who will guarantee their installa 
tions beyond question. The public realizes this since it 
has been the case for so many years.”’ 
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8 eents for 
each word in- 
cluding henad- 
ing and ad- 
dress. Count 
seven words 
for keyed ad- 
dress. Mini- 
mum $2.00 for 
each insertion. 


DOMESTIC ENGINEERING 


CLA IFIED 
ADVERTL/ING =: 


One inch $4.00. 
Cash must ac- 
company order. 
Copy should 
reach us eight 
days in ad- 








Situations Open 


EXPERIENCED OFFICE MAN TO 

handle pricing quotations, ete., for 
Metropolitan New Jersey, wholesaler of 
Plumbing and Heating Supplies, Pipe, 
Valves and Fittings. State full quali 
fications and remuneration expected, 
otherwise application will not be con- 
sidered. Replies treated with confi- 
dence. Address Key 248-D, “Domestic 
Engineering,” 1900 Prairie Ave., Chi- 


CABO, —_ ‘ i 
A SALESMAN 


whose selling record, not letters of 
recommendation, will prove his ability 
to sell an old established staple line of 
Enameled Iron Plumbing Fixtures to 
Wholesalers. Territory: Ohio, Indiana, 
and Michigan. Must be honest in his 
selling, have merchandising sense, good 
personality, and above all not afraid 
of hard work. State age, present earn- 
ings and complete information in first 
letter, which will be held confidential. 
Address Key 246-D, “Domestic Engi- 


neering,” 1 Prairie Avenue, Chi- 
cago, Illinois. 


SALESMAN—WELL KNOWN TO THE 

jobbing trade in Ohio, to sell Valves, 
Tubular Brass Goods, Cast Brass Goods, 
Shower Curtains and Bars, through a 
central office. Must be able to increase 
sales to our established accounts. Com- 
mission. Address Key 244-D), “Domes 
tic Engineering,” 1900 Prairie Ave 
(Chicago, Ill. ; 
WANTED—MAN EXPERIENCED IN 

plumbing and heating to head Trade 
School Department in private institu 
tion. Technical training and power 
plant experience desirable y : 
W. E. CARTER, HAMPTON INSTI 
TUTE, Virginia, stating qualifications 
and minimum salary. 


CREST— THE SPECIALTIES THAT 

are special—Invites your application 
as salesman direct to Master Plumbers. 
Write fully and confidentially, giving 
your complete selling experience. Ad 
dress CREST MFG. CO., 463 48th Ave 
Long Island City, New York 


7 Situations Wanted 


PLUMBER, STEAMFITTER (IN) JOB 

ing shop. Experienced in home esti 
mating Have car and necessary tools 
for shop. Irish-American 30 vears 
old (70 anywhere. Address J. JACK- 
SON, 2656 W. Adams St., Chicago, III. 


WANTED—POSITION WITH MANU - 

facturer to call on Wholesale Plumb- 
ing Supply Jobbers. Well known to 
virtually all Jobbers in U. S Address 
Key 247-D, “Domestic Engineering,” 
1900 Prairie Ave., Chicago, Il 


POSITION WANTED AS TRAVELING: 

salesman, sales manager, buyer, 
creditman, etc. Many years’ experi- 
ence wholesale plumbing, heating, in- 
dustrial supplies. Good references. Ad- 
dress cp 194-D, “Domestic Engineer- 
ing,” 1900 Prairie Avenue, Chicago, 
lilinols. 


Lines Wanted 


MANUFACTURERS’ REPRESENTA 

tive interested in taking on complete 
line of Heating Specialties, including 
Vacuum and Vapor: also condensate 
and Vacuum Pumps Contacting trade 
st Louis and surrounding territor’ 
Address Kev 241-D,. “Domesti kenge! 
neering. 1900 Prairie Ave (‘hicageo, 11] 


Manufacturers’ Agent with experi- 
enced sales organization selling over 
three hundred active jobbing accounts 
(including the largest in the East) as 
a result of constant trade missionary 
work, is open for an additional volume 
line, plumbing or heating. Warehouse 
facilities if desired. Located in Metro- 
politan New York. Address Key 240-D, 
“Domestic Engineering,” 1900 Prairie 
Avenue, Chicago, Illinois. 
ESTABLISHED COMPANY DESIRES 
additional lines to sell to heating 


and plumbing jobbers and trade _ in 
Metropolitan New York. Address Key 
232-D, “Domestk engineering,” 1900 


Prairie Avenue, Chicago. 


Manufacturers’ Representative 


Fifteen years’ experience in Chicago 
territory. Holds confidence of all job- 
bers. Wants competitive plumbing 
and heating lines; faucets, basin cocks, 
globe, gate and radiator valves. In 
position to secure large orders. Ad- 
dress Key 233-D, “Domestic Engineer- 
ing,” 1900 Prairie Avenue, Chicago, 
Illinois. 


EXPERIENCED PLUMBING SUPPL’) 

salesman with following, 
manufacturer's lines to be represented 
on the Pacific Coast Address Ke’ 
237-D, “Domestic Engineering.” 1900 
Prairie Avenue, Chicago. Illinois 


desire 


Lines to Handle 


WANTED—SALESMAN TO COVER IN 


dustrials, metropolitan area, to sell! 
pipe valves and fittings Real oppor 
tunity for right man State full pat 
ticulars Reply will be treated with 
confidence Address Key 243-1D, “Do 
mestic Engineering,” 1900 Prairie Ave 


(Chicago, Ill 
Representatives Wanted 


OPEN FOR REPRBPSENTATION, A 

complete line of Tubular Brass Goods, 
the States of Kentucky and Louisiana. 
Address Key 216-D, “Domestic En 
gineering,” 1900 Prairie Avenue, Chi 
cago, Illinois. 


Wanted to Buy 


WANTED TO PURCHASE —~ CASH 

paid for used Pittsburg, Hoffman, 
Ruud, or other coil type automatic 
water heaters. Must be cheap. Address 
Key 149-D, “Domestic Engineering,” 
1900 Prairie Ave., Chicago, II1. 


Books for Your Trade Library 
AIR CONDITIONING SIMPLIFIED \ 

new book which gives a step by step 
story of air conditioning, what it i 
how it works, what it does, how to in 


stall if how if is sold "The hook j 
written in three complete part fro 
the pens of the leading authoriti« i 
the industry and edited by Harold L 
Alt, heating engineer The first part 
ix on theory the second part on the 


application of the theory and the third 

part on wetting alt conditioning busi 

ness 216 pages 51x84, hound in cloth 
price postpaid $1.00 
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Books Sent Parcel Post Prepaid 
1900 PRAIRIE AVENUE CHICAGO 


Partners Wanted 


WANTED MENPRERITENCED PLUME 


1 fie Tink } i | pti interest 

ld established bu lhe (One capa 

ikine full charewe (owner has 

re Ount of health Address 

hey 4 |) 1) ‘ ’ Icnexineering 
Pad Pera Vv (*hieas Lil 


FOR SALE 


H. B. Smith Mills No. 34-S-11 Section 
Water Tube Boiler, complete with 
Model C Evur-Ready Oil Burner. 
Also, Low Water Cut-Out, Aquastat, 
Domestic Water Heater—250 gallons. 
Storage Tank—2,000 gallons, Oil Tank. 
Perfect running unit—used only one 
month. Price low for immediate sale. 
Address Grace A. Van Deusen, P. O. 
Box 135, Westfield, Mass. 


‘ee ee SALLE CENTER ©] VTLANTIOC 
r f* ‘ fea byl } | ‘ ' ‘ house 
re il | reaare 
_ il t¢ ! i |) ‘ 
f ivy 3 ted ri ‘ 
Vdadre I « { I) l) } 
eCering 1% j \" f ieee, 11 
Miscellaneous 


HAROLD ELECTRIC PIPE 
THAWER 


A recent customer says, ‘‘For thawing 
frozen pipe it certainly is worth its 
weight in gold, wish we had it a week 
earlier.’’ Order now for falidelivery. 


Jobbers wanted. 


HAROLD ELECTRIC CoO. 
Walla Walla Washington, U.S.A. 


PIPE COUPLINGS 


We can turn your old surplus pipe couplings 
into CASH or, if you need pipe couplings we 
can supply you from stock AT A SAVING 
Write 


Russell F. Kleinman 


$315-17 No. and &t., Philadelphia, Pa. 


PLUMBERS’ BIN LABELS 


“~ 


f 
@ Lx. 
RED. ELLS | 


Send for samples and prices of card holders, 
bin labels and stop valve tags, and free book 
lets: “How to Lay Out the Plumbing Shop.” 
Haddon Bin Label Co., Haddon Heights, N. J 


Job Tickets, Time Sheets 


Contract Blanks, Estimate Sheets and other 
printed forms for plumbers our specialty 
Reasonable prices and prompt attention to 


inquiries and orders. Write for samples 


LOUIS FINK & SON3 CO. 
Trades Building, Laure! Sp ings, N. J. 
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“T can convincingly sell the customer” 


» +. Says leading 






San Francisco plumber 
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Ed Friedlander’s success is evident 
from the fleet of smart trucks in front 
of his store at 3747 Sacramento St., 
San Francisco. Says Mr. Fried- 
lander, “Demonstration and prac- 
tical tests, together with the coopera- 
tion of the Chase organization, have 
sald me entirely on their copper water 
tube and sueat fittings. I, in turn, 
can convincingly sell the customer on 
copper installations.” 


Convincing customers, keeping them convinced, is easier when you sell 


all-copper, all-Chase jobs. Rustproof copper puts an end to the expense. 
the inconvenience and the dissatisfaction caused by rusty pipes and 


rusty water. It pays both you and your customer. 


So, build your business—and your reputation—with Chase quality 





CHASE products. Your jobber can supply you. 





(Chase Brass & Copper Co. Incorporated* 


im FREE Dept. 1-2. Waterbury, (Connecticut 
48-page Plumbers Manual Please send me rR KE a COpy of ‘| he Plumbers Nlanu iI 


Packed full of useful, valuable information and aii 
data. A quick, handy guide to all types of 


Chase Copper Tube and Fittings. Send coupon. \ddress 
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LONG LIFE... 
less wire-drawin g 


: with... 


WALWORTH 


PLUG DISC TYPE VALVES 


; For severe service the plug dise type bronze globe and angle 
valves have a decided advantage. The length of the seating sur- 
face is many times greater in the plug dise type. This means 

. correspondingly longer life. There is less wire-drawing because 

the pressure reduction in throttling service is accomplished grad- 

ually. Finer regulation is provided, as the plug disc must be 
lifted, relative to its seat, approximately three times as far for 
the same pressure drop. 

For those who want finer regulation of fluid flow, plus longer 


valve life, it will pay to specify Walworth Nickel Alloy Plug 


eh Dise Type Bronze Globe and Angle Valves. Your requirements 
' can be filled by the nearest Walworth distributor. A descriptive 
‘,! circular is yours for the asking. 





VALVES 
FITTINGS 
and TOOLS 


Backed by 
94 Years’ Service 







WAL WORT Hi “0 s2 f? AHN EY 
60 EAST 42nd STREET, NEW YORK 
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PRE-PROVING 
WALWORTH QUALITY 


The comparator shown above 
magnifies tool, gauge and valve 
details for checking dimensions 
to ten-thousandths of an inch— 
dimensions which can be verified 
in no other way. The comparator 
is one of the many devices with 
which Walworth predicts the 
uniform high quality of its prod- 
ucts—a quality which field per- 
formance finds unsurpassed. 








DISTRIBUTORS IN PRINCIPAL 
CITIES THROUGHOUT THE WORLD 
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